* 


Weather Forecast: 


Rain tonight, changing Ie n o ir 
late tonight or Friday. 
Decidedly 
colder tonight and Friday. 
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PARLEY RAISES 


HOPES FOR END 


OF AUTO STRIKE 


Union Board Holds Private 


Meeting After One-Hour 


Conference Session 


CALLED BY GOVERNOR 


First Formal Effort To Get 


Factions Together; Idle 


Men Total 114,000 


By Th# Aseoeleted Pres*. 
LANSING. Mich.. Jan. 14.—G o t . 
Frank 
Murphy’s office 
was the 
scene today of the first meeting 
between representatives of General 
Motors and the United Automobile 
workers to discuss "an immediate 
and peaceful termination’’ of the 
strike which has left 114.000 of the 
corporation's employes idle. 
Michigan's 
new 
governor 
had 
labored more than a week to ar­ 
range such a conference. 
During 
this time nearly 30 persons were 
injured in strike rioting at Flint, 
prompting Murphy to dispatch ap­ 
proximately 2.300 national guards­ 
men and 50 state policemen to that 
city. 
General Motors 
representatives 
aUending the meeting were headed 
by William S. Knudsen, executive 
vice president. 
Representing the union are Hom­ 
er S. Martin, president, and other 
officials. 
Prosecutor Accused 
Before the meeting started. Larry 
Davidow. union 
counsel, charged 
that Joseph 
R. 
Joseph, Genesee 
county prosecutor, violated Michi­ 
gan statutes by participating in a 
case in which an 
injunction was 
sought against strikers In General 
Motors plants in Flint. 
Dividow, 
who didnot participate in the con­ 
ference, 
said 
Joseph owned 61 
shares of the corporation'r stock. 
. 
After approximately an bour, the 
conferees divided temporarily into 
two groups. Representatives of the 
union went into a separate office 
to confer 
with 
their 
“ board of 
strategy," which alone ie empower­ 
ed to act for the U. A. W. A. in 
the dispute. 
Gov. Murphy and 
the General 
Motors officials remained in the 
executive office. 
G. M. C. Firm On Position 
Gov. Murphy Invited the represen 
tstives to meet “ without condition 
or 
prejudice.” 
saying 
objections 
raised by each side last week had 
prevented a Joint consultation. 
“ We are glad to accept and to re­ 
state our position, given you in my 
letter of Jan. 8.” Knudsen wrote in 
accepting the governor's invitation 
Knudsen mentioned General Mo­ 
tors specified that "sit-down” strik­ 
ers in five plants must evacuate be 
fore the company would negotiate 
(Continued on Page Two) 


Hitler, ll Duce 
Discuss Joint 
Steps In War 


Goering In Rome For Talks 


With Reported Coolness 


Denied By Officials 


By Til# A Mer lated Preaa. 
ROME, Jan. 14.—Scouting reports 
of coolness between Germany and 
Italy, an authoritative source re­ 
ported today the two Fascist powers 
were charting their 
joint future 
course in the Spanish civil war in 
close collaboration. 
All pretense of informality has 
been dropped from 
the 
visit 
of 
Reichsminister Hermann Wilhelm 
Goering and 
he will confer with 
Premier Mussolini, an official said. 
on formation 'of 
Italo-Germao pol­ 
icy in the Spanish situation. 
Goering began a busy round of 
ceremonial activities this morning, 
which included an 
audience with 
King Victor Emmanuel. 
Later talks with 
ll 
Duce and 
Count Galeazzo Clano, minister of 
foreign affairs, it was stated, will 
hinge particularly on 
the flow of 
volunteers to Spain and the deter­ 
mined British protests in an effort 
to keep the Peninsula conflict local­ 
ised. 
Italy was said authoritatively to 
be trying to prevent any last min­ 
ute rush of war materials and vol­ 
unteers to Spain, subject to joint in­ 
ternational action to be takes later. 
On the other hand, an official 
said, France and Russia were try­ 
ing to beat the projected deadline 
by supplying the Socialist govern­ 
ment with the means of war. 
Emphasising the close feeling be- 


(Continued on Page Two) 
DUFFY DELEGATE 
TO GENEVA MEET 


TRIAL WILL END 


TODAY IN SUIT 


OVER FIRE JOB 


Nine Take Stand In Dawson 


Fight On Reappointment 


To Department Here 


VACATION PLAN CITED 


Benedum Reveals Men Were 


Told Seniority Rights Of 


Would Be Considered 


LISBON, Jan. 14.— A speedy trial, 
with the windup expected late this 
afternoon, was seen here today in 
a bearing before Common Pleas 
Judges W. F. Looes in the man­ 
damus sujt 
filed 
by Clement L. 
Dawson seeking reinstatement on 
the East Liverpool fire department 
there. 
Seven witnesses and two of the 
defendants were called to testify 
during the forenoon. The trial was 
recessed until I p. rn. Attorneys 
Samuel Cheritoff and 8. W . Craw­ 
ford are representing the plaintiff 
and Solicitor G. Jay Moore and 
Attorney Ben L. Bennett the de­ 
fendants. 
All witnesses and one of the de­ 
fendants were called by counsel 
for plaintiff in an attempt to show 
that seniority rights were Ignored 
in the reappointment of four men 
Jan. I to fill position! on the de 
partment recreated by city eoun 
cli. 
Fire Chief Testifies 
The 
witnesses 
were 
Thomas 
Bryan, chief of the East Liverpool 
department; John W. Moore, tor 
mer service-safety director; Ralph 
C. Benedum. former mayor; J. H 
Jackson, derk of the civil service 
commission; Harpr 
Kinsey, 
fur 
~ 
Arthur 


THEIR REORGANIZATION PLAN STIRS CRITICS 


Despite formidable opposition aroused in congress to the plan 
recommended by President Roosevelt for reorganising the government, 
it was expected that at least several features of the program, Including 
creation of two new cabinet posts, would be accomplished. The plan, 
designed to eliminate overlapping of departments and promote effi­ 
ciency, wa# drawn up by a committee of three, left to right, Louie 
Brownlow, Chairman Luther Gullck and Dr. Charles E. Merriam. 


YELLOW CREEK VOTES 
ON BONDS NEXT WEEK 


^Township to Decide $48,000 


School Issue Wednesday 


The Columbiana county board of 
elections has completed plans for 
the 
special 
election 
in 
Yellow 
Creek township 
next Wednesday 
for a $48,000 bond issue for the 
erection of two four-room school 
buildings. 
The contract has been awarded 
for printing 500 ballots. The vote 
will be conducted in two precincts, 
one In Hillcrest and the other at 
a point along the Wellsville-Saline- 
ville road. 
The returns will be reported to 
the 
Columbiana 
county 
election 
board 
office 
in 
East 
Liverpool 
when the tabulation ie completed. 
The election board, now headed by 
Mrs. Genesta Stark Barr, Republi­ 
can. of Lisbon, as chairman, fol­ 
lowing the appointment of Wallace 
L. Fog© of Wellsville to fill out 
the unexpired term of Willis M. 
Davidson, probably will meet next 
Wednesday night to receive the re­ 
turns. 
A €5 percent affirmative vote is 
necessary to carry the proposed is­ 
sue. The 
proposal 
failed at the 
Nov. 3 election by 49 votes, 132 bal­ 
lots being cast in favor of the 
issue and 148 against it. 
The 
Yellow 
Creek 
township 
board of education believes the 
d ep o sals will have a better chance 
" 
approval at the special election 
when a lighter vote will be cist. 
The schools are intended to re­ 
place fire one-room buildings now 
maintained at scattered pointe in 
the township. 


N.B.O.P. President Named 
— 
_ 
i a 
p» im I 
Herbert 
B. 
Barth and Harlan 
I 0 Represent A. r . UT L. 
Finley, members of the civil aer- 
vice commission were the defend 
At Labor Conclave 
ants called by the plaintiff. 
So­ 
licitor Clark called Service-Direct­ 
or E. B. Laughlin, also a defend 
ant, as bls only defense during the 
opening session. 
While Mayor O. Earl Greenawalt 
also named a defendant along with 
Director Laughlin and 
the three 
civil 
service 
commissioners, was 
present in court, he did not testify 
during 
the 
forenoon. 
William 
Barnes, a member of the commis­ 
sion, had not been called at noon. 
Mr. Benedum. under whose ad 
ministration a group of 12 firemen 
were added to the department, in 
eluding the plaintiff, testified that 
before they were sworn in a1] men 
were told seniority rights were to 


James M. Duffy, president of the 
National Brotherhood of Operative 
Potters, today was named by Prest 
dent William Green as the official 
representative 
of 
the 
American 
Federation of Labor to the inter­ 
national labor conference at Gen­ 
eva, Switzerland, beginning Feb. 5 
Mr. Duffy, who has advised Mr. 
Green of his acceptance of the 
appointment, will sail from New 
York City on the liner, Manhattan, 
Wednesday. 
Jan. 
27, arriving in 
LaHavre. France, Wednesday, Fen. 
3. He will go to Geneva by train, 
arriving on Feb. 4. 
The conference is expected to 
continue for about two weeks. Mr. 
Duffy will return to the United 
States early in March. He expects 
to be away six weeke. His wife 
may accompany him on the trip. 
This will be the first time the 
American Federation of Labor will 
have been represented at the in­ 
ternational 
labor conference and 
the appointment of Mr. Duffy is 
an honor for the organised cer­ 
amic industry. 
The invitation to attend the con­ 
ference was extended to the Amer­ 
ican Federation by Frances 
Per­ 
kins, secretary of labor in Presi­ 
dent Roosevelt’s cabinet. The Na- 
tiopal 
Brotherhood 
of Operative 
Potters is affiliated with both the 
American Federation of Labor and 
the Ohio State Federation of Labor 
and baa sent delegatee to the an­ 
nual meetings of these two organi­ 
zations for several years. 


M’BANEASKS $25,000 
IN SUIT FOR DAMAGES 


Livestock Dealer Charges Malicious 
Prosecution In Action 


_ _ 
Special T# Th# Review, 
LISBO N, Jan. 14.—John Taggart 
McBane, livestock dealer, of near 
East Liverpool, Wednesday filed a 
$25,000 damage suit in common 
pleas 
court 
here 
against 
Scott 
Amos and bis wife, Mrs. 
Dura 
Amos, who operates the Scio Auc­ 
tion Cd. of Scio. 
The petition, prepared by Brookes 
and Brookes, East Liverpool law 
firm, charges malicious prosecu­ 
tion in connection with a suit filed 
by Mr. Amos in Harrison county 
several months ago. 
The auction­ 
eer charged grand larceny but a 
Jury acquitted Mr, AlcBane. 


Local Temperatures 


Wednesday noon 34, Wednesday 
* p rn. 40. Wednesday midnight 52. 
today 6 a. rn. 55. today noon 50. 
Maximum 58. minimum 34. Precipi­ 
tation .48 of aa inch. 


Pope Continues Activities 
VATICAN CITY, Jan. 14—Pope 
Pius XI felt sufficiently recovered 
today to be transferred again from 
his bed to a specially built whee! 
chair. 
He w a * moved into a salon 
adjoining the papal bedroom, and 
received his elater. Donna Camilla 
Rati, and Eugenio Cardinal Pacelli, 
papel secretary of state, in audi­ 
ence. 
Attendants 
reported 
the 
P on tiff suffered 
additional 
pain 
throughout the night because of 
his seal in being moved to Ute 
wries Uriazr petter dag. 


(Continued on Page Three) 


RIVER RISES SLOWLY 
FROM GENERAL RAINS 


Flood Level Not Expected 


Lock Officials Say 


Approximately one-third of 
an 
inch of raja fell here this morning 
in about a half hour, this district’s 
share of heavy downpours through 
out the state which sent creeks and 
smaller rivers overflowing 
their 
banks. 
A stage of 16.3 feet was recorded 
at Ohio river dam No. 8 at Newell 
at noon. 
After reaching a crest of 
25.5 feet here 
Monday 
midnight, 
the stream started to fall, receding 
to 16 feet. 
The climb was started 
again today at 8 a. rn. here. 
Pittsburgh weather reports indi­ 
cated falling temperatures would 
soon halt the downpour, according 
to lock officials. 
The rain was 
slackening at noon. 
The headwaters were rising very 
slowly, indicating the crest would 
be reached before long, barring a 
sudden change 
in 
the weather. 
Light snows melting in the noun 
tains were not expected to con 
tribute greatly to the volume of 
the stream. 
The rain here, 
however, was 
light compared with those report 
ed in western lectors where roads 
were closed to traffic early today. 
Cincinnati and Hamilton reported 
1.15 inches, Sidney 2.07, Piqua 2.26, 
Miamisburg 1.3 and Urbana 1.24. 
The Great Miami roae five feet in 
24 hours and continued to rise at 
Hamilton, 
but. 
barring 
further 
heavy rain. was expected to reach 
a crest and recede without mater­ 
ial damage W. C. Devereaux, 
Cin­ 
cinnati meterologist, renewed as­ 
surances there were no immediate 
indications of damaging flood con­ 
ditions along the Ohio. 


FOG HALT8 SH IPPIN G 
N E W YORK. Jan. 14.—With New 
York bay ahipping disrupted by a 
heavy fog. 2.000 passengers aboard 
the Staten Island Ferry Tompkins­ 
ville were thrown into confusion to­ 
day when the ferry collided with 
Ute U. ft mali boat Preaxial* att 


Blood Stains In Auto Place 
G-Men On New Kidnap Trail 


Science Called To Determine Whether Stabbed, Battered 


Body Of Mattson Boy Was Carried In Discarded 


Car— Prosecution Plans Drawn Up 


term for burglary were asked to aid 
in locating him. The man s possible 
connection with I he case was not 
revealed. 
One official said Hayne* 
once 
had been questioned concerning a 
kidnap threat. 
Federal agents and state police 
subjected the automobile to rigid 
scrutiny while they followed dozens 
of reports from widely separated 
points. One of these, they believed, 
would lead them to the kidnaper, 
already thought to be In a state 
of acute terror and likely to reveal 
his whereabouts by some desperate 
move to obtain his freedom. 


By The Aieeeleted Pre**. 
TACOMA Wash., Jan. 14.—Red stains on an abandoned automo­ 
bile, possibly the one into which a merciless kidnaper threw the body 
of stabbed and bludgeoned Charles Mattson, IO, splined officers along 
an apparently warming trail today, seeking the kill*A* 
Uncommunicative justice department agents 
utilised 
the 
most 
modern 
science 
to 
determined 
whether the 
stains 
were 
blood 
which flowed from the little vic­ 
tim before bis slayer tossed him. 
battered, naked—and stabbed in the 
back — into snow-covered brush 
lands near Everett. 
The automobile, stolen last Frl 
day night, was found 
in Everett. 
Authorities impounded it and ala 
Honed armed guards about it in a 
police garage. 
Warrants Issued Te Arrest 
While officers also sought a knife 
and studied clues reported almost 
hourly from widespread areas, fed­ 
eral officials took quick step* to 
prosecute the killer. 
A “John Doe” warrant, issued by 
a United State* commissioner late 
yesterday officially made an outlaw 
of the abductor who seized Charles 
Dec. 27, passed up offers of the 
demanded $28,000 ransom and left 
his battered body 
where It was 
found by a hunter last Monday. 
Several persons 
were detained 
for investigation and an order is­ 
sued 
to apprehend 
a California 
former convict for questioning. 
Paul Sc era. friend of the family, 
expressed the belief tbs kidnaper 
was so dangerous a man that be 
probably would have killed Charles 
father. Dr. W. W. Mattson, bad the 
physician gone out to meet him 
and pay the ransom. 
Convict Sought In Cate 
Officers declined comment on un 
confirmed reports that the autopsy 
indicated the boy was subjected to 
inhumanities, probably by a per 
vert. 
See va “ thanked 
the Lord 
Dr. 
Mattson wa* never able to contact 
the kidnaper of little Charles and 
give bttn the $28,000 ransom money. 
I am certain he would 
never 
have come back alive.” 
In California, 
police sought the 
first man definitely named ae want 
cd for questioning in the case. He 
wa* Fred Orrin Haynes, 
former 
convict. 
Hi* 
fingerprints 
were 
checked at Sacramento. Officials at 
Folsom prison where he served a 


REPORT SHOWS 


WAY FOR MORE 


U. S. ECONOMIES 


Brookings Institution Sees 


Savings Of 30 Millions 


In Lending Agencies 


CONSIDERED IN SENATE 


U. S. MOVES TO CURB 
AIRPLANE TRAGEDIES 


More Stringent Regulations 


Sought In Safety Step 


B r TIM AcMcietod P ro * 
LOS AN G ELES. Calli. Jan. 14.— 
Federal investigators concentrated 
today 
on 
eliminating 
“danger 
zone*” from western 
air 
routes 
while medical science struggled to 
nave the ll injured survivors of 
Tuesday’* transport crash. 
Martin Johnson, noted big game 
hunter, and James 
A. 
Braden, 
Cleveland Ink company president, 
were Injured 
fatally 
when 
the 
Western Air Express plane, en­ 
route from Salt Lake City, crash­ 
ed on a Newhall pass ridge in a 
snowstorm 15 miles from the land­ 
ing field bere. 
Mrs. Martin 
Johnson, her hus­ 
band* partner on hie African ex­ 
peditions was not informed of his 
death yesterday because of shock 
and weakness. She suffered a frac­ 
tured knee and concussion. 
Hospital attendants reported her 
condition otherwise good. 
Society Will Help Celebrate 
Northwest Territory’s Birth 


East Liverpool Historical Group Participates In Arrange­ 


ments To Observe 200th Anniversary 


Preliminary plans for a 1938 bicentennial celebration of the found­ 
ing of the Northwest territory, which comprised Ohio. Indiana, Illinois, 
Michigan and Wisconsin, were outlined at a meeting of represents, 
ttvea of valley historical groups in Steubenville Wednesday night, spon­ 
sored by the Chamber of Commerce there. 
Walter B. Hill, president of the East Liverpool Historical society, 
and H. B. Barth, secretary, attend +— — ......... — ....... 
ed. Delegations were present from 
Martins Ferry. Mingo Junction. Bel­ 
laire, Brilliant 
and 
other 
valley 
cities. 
The celebration, 
which will be 
principally In th* form of a pageant 


Equals Reduction Estimated 


By President In Entire 


Regrouping Plan 


By Th* Amo*lated Free*. 
W ASHINGTON. Jan. 14. — The 
Brookings Institution told the sen­ 
ate's 
government 
reorganization 
committee today that 
$30,161,000 
could 
be 
eaved annually through 
consolidation of federal money lend­ 
ing agencies. 
The report attracted immediate 
attention at the capitol in view of 
President Roosevelt's estimate that 
yearly savings under hid entire re­ 
grouping program 
would approxi­ 
mate only $30,000,000, unless con­ 
gress should abandon 
many func­ 
tions. 
The instittuion, a private organi­ 
zation for tconomic research, sub­ 
mitted the report— first of a group 
coveriog th# whole 
government— 
to Chairman Byrd (D) of Virginia. 
Byrd Seas Cstlmat* Conservative 
“ It is my personal guess,” said 
Byrd, “ that 
this 
saving can be 
made even greater because the rec­ 
ommendations cover 
agencies ag 
gregattng more than $60,000,000 an­ 
nually.” 
The Virginian, a ffix in g bis de­ 
termination to press for great econ­ 
omies. has estimated 
the budget 
could be reduced by up to $800,000,- 
OOO a year. 
The Brookings report, discussed 
by the fixed committee, In executive 
session, suggested principally; 
Consolidation of tho homing ad 
ministration 
and 
Home 
Owners 
Loan Corp., eliminating duplicated 
personnel and sxpenses. 
Transfer of the Commodity Credit 
Corp. to the farm credit adminiatra 
Hon. 
On termination of the Reconstruc­ 
tion corporation’s lending artivi 
ties, transfer of Its assets to other 
existing agencies for speedy liqui 
de ti on. 
House Called To Aet 
Transfer to th* treasury of the 
lending activities and assets of the 
public works administration. 
Byrd criticized toms of the Preai 
dent’s recommendations, opposing 
creation of new cabinet posts, an In 
crease in cabinet salaries and aboil 
Hon 
of 
th* comptroller general’s 
office. 
The bouse, split wide open over 
the President’# 
recommendation* 
wa* called on to decide whether to 
set up a special committee on re­ 
organization legislation. 
Some prominent Democrats like 
Chairman Buchanan (D) of Texas 
of 
the 
appropriations commutes 
thought a permanent unit should be 
created to “ no**” continually into 
government expenditures and 
the 
possibility of consolidating federal 
activities. 
Chairman Ramspeck (D) of Geor 
gia opposed a permanent committee 
on the grounds it would usurp-three- 
fourths of the jurisdiction of the 
civil service committee. 


(M b re fe re e j C H E S T il 
County4iJ/n m i l l DAMAGED 
NewTaxCurb^ EXPLOSION 


Bills Require Counties To 


Share More Of Burden, 


Pay Overdue Debts 


Bv Th* AM*r<at*4 Free*. 
COLUM BUS. 
Jan 
14. — Two 
move* by Gov. Martin L. Devey’s 
admlnistraHrn indicated strongly 
today that the counties may be 
forced to help the atat# govern­ 
ment avoid new taxes. 
Administration billa before the 
house pointed to these methods of 
obtaining the financial support of 
local governments; 
By compelling counties to as­ 
sume more of th* cost of activities 
which the state has beeo support­ 
ing. thus reducing the state’s ex­ 
pend Hurst, and 
By requiring the counties to pay 
long-standing debts which they ow# 
to the state. 
The governor, in his first mess­ 
age to the 92nd genera.! assembly, 
said; 
“ It seem# to me that th# logical 
answer to this problem (of avoid­ 
ing new’ taxes) is a larger contri­ 
bution by the local government* 
for their own needs and a some­ 
what smaller contribution by tbs 
•tate.” 
Require Matched Grants 
One of tbs administration bills, 
introduced by Rep, Ralph C. Lula 
(D.) of Richland, would require 
the counties to match state relief 
grants, dollar for dollar. 
Another, introduced 
by 
Rep. 
Jacob E. Davis of Pike county. 


CAPITAL DELEGATION 
FACES EXPENSE SUIT 


Farmer Threatens To Stop 


Inauguration Junket 


the federal government bas con 
tributed $100,000 
toward the ex­ 
penses. it was disclosed. 
Ohio officials also have appro­ 
priated $25,000 and the partied pat- 
. 
. 
. 
in ac states a like amount. 
State 
reproducing the original voyage of, senator E. J. Mildred of Marietta 
the settlers, is planned on an elab j j R the executive director. 
orate 
acale 
and 
will 
be 
beld 
a caravan with more than SO se­ 
th rough out the territory. 
A commission has been es tab 


B r Th* A m o tiat*4 Pre** 
COLUMBUS. 
Jan. 
14.—Arnett 
Harbage, farmer-defender of 
the 
public purse, threatened legal ac­ 
tion today to prevent payment of 
a legislative delegation’s expense* 
to 
the 
Presidential inauguration, 
even aa house and senate planned 
to adjourn this afternoon until Jan. 
21 to permit the Washington junket. 
The senate already has voted to 
adjourn and the house was expect­ 
ed to follow suit. Each intended to 
send five delegates to the Roosevelt 
festivities. 
The senate also voted 
to send five to a conference of var­ 
ious state assemblymen in Wash­ 
ington. 
Mrs. Agnel B. Dickinson, attor­ 
ney for Harbage, notified State Au­ 
ditor Joseph Ferguson that a man­ 
damus action would be based on a 
state constitutional provision that 
legislators receive “ a fixed compen­ 
sation to be prescribed by law, and 
no other allowance 
or 
prerequi­ 
sites.” 
When the old 91st legislature re 
turned to Columbus in 
December 
after a prolonged recess and voted 
itself mileage fees for 
theoretical 
trips to and from the capital each 
week. Harbage got a temporary in­ 
junction to prevent the state audi- 


Malta* to supervise the event sad 


tors 
impersonating 
the 
pioneers tor 
$21,000 in such fees to 
- - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - j the bouse. The senate already had 
(Continua* en Raft* NI ne J, 
^collected 95,00ft similarly. 


(Continued on Rag# Thro*) 
JORYTOHEAR 4 
IN CULP INQUIRY 


Jurors Will Recess For IO 


Days To Awalt Further 


Investigation Of Murder 


Fire Rages Through Works 


After Oil Tanks Let Go 


Wednesday Afternoon 


VALLEY FIREMEN HELP 


Million-Dollar Structure 


To Be Rebuilt With No 


Halt In Production 


An explosion, followed by firs, 
caused $100,000 damage to the new 
tin plato addition of tho Pittsburgh 
Crucible Steel Co. plant at Mid­ 
land late Wednesday. 


No one 
was 
Injured 
although 
plumes 
of 
flaming 
oil 
spread 
through 
th# 
structure, following 
th# blast In the bot oil storage 
tanks at 4:16 p. rn. 
A, L. Sonnhaltar, vice president 
and general manager, said today 
the plant will bs rebuilt immed­ 
iately and that production will not 
be interrupted. 
Tbs blast was believed caused 
when tbs liquid became overheated, 
an investigation 
was 
under 
but 


Four witnesses 
were to appear 
before 
the 
Columbiana 
county 
grand Jury today for questioning in 
connection with tbs fatal wounding 
of Motorman George J. Culp, <1, on 
a Midland Wellsville street car at 
Wellsville Jan. 2. 
County authorities at Lisbon to 
day declined to name the witnesses 
who will give testimony regarding 
their knowledge 
of the case 
in 
which Harold Wright, 21, of Wells 
villa, ta being beld in the county 
Jail aa a suspect. 
The grand Jury is expected to 
complete its work for the present 
time this afternoon or early Fri­ 
day when it will make Its report to 
J’udge W. F. Lones. The Jury will 
then recess for IO days 
or 
two 
weeks and then reassemble at Lls 
bon to hear further witnesses in tbs 
case. In the meantime, county offi­ 
cials will continue their Investiga 
Hon. 
Chief of Police John H. Fultz of 
Wellsville, who ordered the arrest 
of Wright, a brick yard worker, 
at his home 
in 
Buckeye avenue, 
Wellsville, 
within IO hours after 
Culp wa* wounded 
at Wooster * 
■top in Wellsville, today was pre 
paring to visit Pittsburgh 
where 
he will seek an analysis of balr al­ 
leged to have been found in the 
bat abandoned 
by 
tbs 
would-be 
bandit, who shot Culp when he was 
knocked from the street car. 
The Wellsville police head bas 
obtained strands of hair from the 
suspect’s bead which he will seek 
to prove are like the hairs which 
are alleged to have been found in 
the hat. 
Wright, who den lea the shoot­ 
ing, claims that he was at his home 
with his father and mother and his 
brother and the letter's wife when 
the attempted holdup took place. 


way today to determine the exact 
origin. 
Bls*# Subdued In 9 Hours 
The blase was subdued after a 
three-hour battle, in which East 
Liverpool and Beaver, Pa., firemen 
joined 
the 
Midland 
volunteers. 
Thirty-four fireman augmented the 
mill forces. 
About IOO men employed In th* 
Un plate mill, just completed at a 
coat of more than $1,000,000, wsr* 
changing turn* 
when the tanks 
let go. According u> on* executive, 
th# last of th* smployea were Just 
punching out their tim* Bards aud 
th# plant was practically deserted. 
*%jth#n# 
waairthff, 
ffc#* 
shot skyward with 
a 
roar 
tibet 
rocked th* structure and adjacent 
buildings. 
Th# fire quickly ignited 
the wooden superstructure and ma* 
trials used In the experimental alec, 
tro-platlng process. Greatest Jam- 
age was 
caused by the exploeion 
and extreme beat. 
Near Cantar In 
Riant 
The tanks were located near the 
center of the addition, which par­ 
allel! the Ohio river 
for 
more 
than 1,000 f.»*t, and the roof and 
sides at that point were blown out. 
The steel framework wa* a mass 
of 
twisted wreckage, machinery 
and equipment was damaged and 
hundreds of windows were broken. 
The flames spread 
rapidly to­ 
ward both ends of the plant! but 
were checked before gaining bead­ 
way. 
Most of the damage was con­ 
fined to the department around the 
tank* of oil. used in processing th* 
metal. 
Th# roof and several large venti­ 
lators above the 
tanks caved In. 
and it was feared a section of one- 
side might fall. 
Possibility that a 
•bort circuit in a tank temperature 
regulating device was partially to 
blame for th* 
explosion may be 
checked. 
The Midland fire department re­ 
sponded with 
22 
men when the 
alarm was sounded. 
East 
Liver­ 
pool tent four men and a pumper, 
and the Beaver department eight 
men and one truck. 
Three calls for ald were received 
at Central elation, the flrat coming 
from the Midland police department. 
Th# second was from a girl at the 


COUNTY JAIL ROUTINE 
FRESHENS’ PRISONERS 


Sheriff 
Orders 
Calisthenic* 
Boys In The Bull Pen 
For 


Spacial T# Th* B#vi#w. 
LISBON. Jan. 14 —No more will 
prisoner# in the county Jai! here 
Just mope around, sigh with ennui 
and stare holes through the cal­ 
endar. 
Columbiana county’s new sher­ 
iff, Harry L. Gooney, now has the 
boys in the bull pen going through 
the routine of, “one, two. 
three, 
four--bend: one, two, three, four- 
jump,” and so forth. 
During Hie morning hours, Day 
Turnkey John Herman goes into 
th# "pen” and within a few min­ 
utes the crowd is being put through 
program of calisthenic*. 
One prisoner declared, according 
to Sheriff Gosney, the gymnastic 
program was not only being enjoy­ 
ed by bis fdhow prisoner#, but that 
they were “ feeling better” follow- 
lac tbs ftaif-bour excrete* period, aion. 


(Continued on Rage Two) 


STATE JURISTS PUN 
CLINICS FOR INSANE 


Ohio Association Against 


Clerks’ Civil Service 


B r Th* A m o tJ#U4 Pr#M- 
COLU.vysUS, 
Jan. 
14.—Probate 
Judges of the state, with an admin­ 
istration approved proposal 
to re­ 
vise sharply 
the 
Ohio system of 
treating the insane still to corno 
before them, went on record today 
in opposition to tho extension of 
civil savvies to their office assist­ 
ants. 
A special committee on insanity 
headed by Judge Clifford M. Wood­ 
side of Youngstown, had ready for 
presentation to the 
convention of 
the Probate Judges’ association rec­ 
ommendations on 
the “ Massachu­ 
setts plan,” involving establishment 
of special clinic* for treatment of 
the mentally ill. 
Gov. Martin L. Davey, terming 
Ohio statutes regulating the treat­ 
ment of insane patient* “ barbaric 
in many cases.” said be favored the 
plan, And hoped to apply it as soon 
a* necessary fonds were available. 
Members of the association were 
almost unanimous In their opposi­ 
tion to the extension of civil ser­ 
ies to their offices, some bolding 
that the law specifically exempted 
them from the- announced program 
of the state civil serries oommia- 


P A G E T W O 
EAST LIVERPOOL RL\ 1EW 
THURSDAY. JANUARY i i . 1937. 


PARLEY RAISES 
HOPES FOR END 
OF A IM STRIKE 


Union Board Holds Private 


Meeting After One-Hour 


Conference Session 


CALLED BY GOVERNOR 


First Formal Effort To Get 


Factions Together; Idle 


Men Total 114,000 


(Continued from Page One) 


with the union. 
The union declin­ 
ed to accede unless the corporation 
gave written assurance that no at­ 
tem pt would be made to resume 
operations 
or 
remove equipment 
during the negotiations. 
In New York 
a 
spokesman for 
General Motors said that Knudsen’s 
accep tan ce of the governor's invita 
lion should not be interpreted aa 
meaning that the corporation was 
ineeding from its position concern 
Jog the •'sit-down’’ striker*. 
Martin’s acceptance informed the 
governor that union representatives 
would attend the conference ‘‘with 
out any condition or prejudice.” 
Mort Troops Sent 
‘Th* United Auto W orkers have 
been ready at all times, through 
conference and collective bargain­ 
ing.” he said. "to arrive at a settle- 


I nient which 
would be fair to all 
! parties concerned, 
including 
the 
| public.” 
An order issued overnight started 
! approiim ately JOO more troops to 
1 Flint, where MOO already were bil­ 
leted. 
No reason » a i given for the 
movement of additional troops into 
the Flint strike tone w here all was 
quiOt. 
At the request of Gov. Murphy, 
Sheriff T. W. Wolcott held up se r­ 
vice of "John Doe” w arran ts for 
the arrest of several hundred “sit- 
down” strikers in the Fisher body 
plant No. 2 where Monday night’s 
riot occurred. 
He also delayed s e r­ 
vice of w arrants 
on 
seven strike 
leaders who were outside the plant 
during the disorder. 
Seven other automobile workers, 
who were wounded 
In 
the clash, 
were 
in 
the Genesee county jail, 
where they were taken yesterday 
after receiving hospital treatm ent. 
Seven others still were in the hoe 
pita]. 


Strike Will Close All 
GMO Plants In Three Weeks 


Bv TK* A m o t isMS P r*M . 
DETROIT, Jan. 14.—Continuance 
of the present strike situation In 
the automotive industry will mean 
a complete suspension of General 
Motors deliveries 
to 
dealers In 
about three weeks, It was Indicated 
in authoritative sources today. 
Heavy demand greeted the intro­ 
duction of all new models through­ 
out the industry last 
November. 
When the strike in General Motors 
plants developed each one of the 
corporation's units had a heavier 
bank of unfilled orders 
on 
hand 
than at any time in the last decade 
with the possible exception of the 
1929 boom period. 
Far behind on deliveries. General 
Motors had stepped up production 
schedules in all its units. 
It was 
planning a January output of 224,- 
OOO cars and trucks. Instead of this 


To Relieve Bad Cough In a 
Hurry, Mix This at Home 


Better Results, and Saves 
Big Money. Easily Mixed. 
Teqll never know bow quickie and 
easily you can overcome coughs due to 
colds, until you try this famous recipe. 
It gives you four times as murh rouyh 
meolcine for your money, and yourn 
And it the Anent thing you ever tried, 
for real relief. 
Make a syrup by stirring 2 cops of 
granulated sugar and one cup of water 
a few moments, until dissolved. 
No 
rooking needed—Ifs no trouble s t all. 
Then pot 
ounces of Pine* (ohtaln- 
sd from any druggist) Into a pint bot- 


full 
yon 


your sri,.. — 
--------- 
{ 
int of medicine that will amass 
j Its quick action. It never spoils, 
lasts a family a long time, and tastes 
Ane—children lorn It. 
Thin simple mixture takes right bold 
of « severe cough. 
For real results, 
you've never seen its equal. It loosens 
the phlegm, soothes the Inflamed mem­ 
branes, and quickly eases soreness and 
difficult breathing. 
Pines Is s compound of Norway Pine, 


romp!, action In coughs and bronchial 
irritations. 
Money 
refunded 
if 
it 
doesn’t please you in every way. 


[volume 
the 
aggregate 
for 
this 
month, said W. S Knudsen. execu­ 
tive vice president, will he about 
72.0<t0. 
“ By the end of next week ’ he 
said, ‘‘production will he entirely 
dried up.'1 
In trades circles the general ex­ 
pectation is a speeding up of pro­ 
duction on I he part of other units 
of the industry which have not yet 
felt 
any 
serious 
effects 
of 
the 
strike, although glass supplies ad 
m utedly are causing concern to all 
producers. 
Production for the entire Indus­ 
try this week hes been estimated 
by the automotive daily news at 
75.375 units. 
But for the strike it 
would hare exceeded 120.000 units. 


Toledo Faces Threat 
Of Gas System Walkout 


Ay Th* A**o*i*t*4 Fr**». 
TOLEDO, Jan. 14. 
Officials of 
the 
Northwestern 
Ohio 
Natural 
Gas Co. and » committee of the 
Gas Employes union a reed to m eet 
today in an effort to avert a gas 
strike scheduled Friday midnight. 
A peace conference between Llb- 
bey-Owens Ford Glass Co. officials 
and representatives of the striking 
Federation of Flat Glass W orkers 
was 
In 
Indefinite 
postponement, 
meanwhile, awaiting completion of 
Federal 
Mediator 
Ralph 
Lind’s 
study of proposals from each side. 
On another Ohio strike front, 
m em bers of the United Automobile 
W orkers voted 
to continue their 
sit down at the Hercules Motor Co. 
plant at Canton, employing 1,700 
persons. The sit down. In progress 
since Dec, IO. 
has 
thrown 
1,300 
other Ohio workers Into Idleness. 
Union 
recognition. 
seniority 
rights and working conditions are 
Involved in the threatened walkout 
of 
the 
300 
Toledo gas workers, 
which would affect 70.000 domestic 
and 300 industrial users 
in 
this 
strike-troubled city. 


RARRON INDICTED 
FOR SHOOTING OF 
CHESTER WOMAN 


DEATHS and 
FUNERALS 


George B. Harvey 


With The Sick 


Mrs. 
Emma T. Thomas is re­ 
covering from injuries sustained in 
a fall Tuesday at her home at 420J 
Market street. 


Mr. C. 
C. 
Ashbaugh 
of 
West 
Seventh street is a patient in the 
City hospital, where he recently 
underwent an operation. 


Mrs. 
McClelland 
Birch 
fined 
to 
her 
home In 
street by illness. 


is ton- 
Burford 


True Bills Against Kell, 


Madden At Session 


Funeral will be held at 2:30 Fri 
---------------- 
day afternoon for George B. Har- 
Hanrnrk Jury Akn Returns v*y 
former resident who died 
ndriOOU K 
j u r y MISO n e i u m s TueBdav Jn Providence Forge. V a. 
where lie had made his borne for 
nearly 18 years. Riverview .cem e­ 
tery will be place of burial. 
The 
Sturgis funeral 
service 
was in 
charge of arrangem ents. 
The body will arrive at 9:30 a rn. 
Friday. Rev. Paul E. Secrest, pas­ 
tor of the First Methodist Epis­ 
copal church, will be Iii charge of 
the rites. 
Mr. Harvey was born here and 
once served as auditor of Colum­ 
biana county. He conducted a con­ 
tractors’ supply business in Provi­ 
dence Forge. Survivors Include the 
widow. Mrs. 
Msry 
Harvey, two 
daughters. Mrs. J. C. Kearney of 
Richmond, 
Va., 
and 
Mrs. R. G. 
Smith of Saginaw, Mich., and a 
granddaughter, 
Mrs. 
William Ir­ 
win of East Liverpool, and Charles 
Thomas of this city, Mrs. Harvey's 
brother, and Mrs. A. G. Mason of 
Lisbon, sister of the widow. 


PORTER ADMITS 


SLAYING WOMAN 


Motive In Bathtub Murder 


Revealed As Robbery; 


Weapon Found 


SCOUTS TO COMPETE 


IN CONTEST FRIDAY 


A*** 1*1 T * T S * S # » w * . 
NEW CUMBERLAND. Jan. 1 4 - 
fndictmemts against 
Cheater B ar­ 
ron. Charles Kell and Jam es Mad 
den, Negro, were 
among 
(howe 
turned in by th e Hancock county 
grand jury a t Its closing session 
W ednesday in the courthouse here. 
The petit jury, which opens Mon­ 
day. will h ear the cases. 
Barron 
Is fleeing a charge of 
shooting with intent to kill for al­ 
leged bullet wounds Inflicted sev­ 
eral 
m onths ago on Mrs. Louise 
Fetty, his landlady a t Chester. He 
fled but was recaptured by police 
in Parkersburg. 
A m anslaughter charge has been 
filed against Kell in the d eath of a 
pedestrian discovered along a road 
in Chester. 
Madden is held for reported au ­ 
tomobile theft, breaking jail and 
malicious assault. The Negro, who 
had been returned from Fairm ont 
for auto theft, broke jail at New 
Cumberland by slugging a turnkey, 
on the head with 
an iron instru­ 
ment ripped from a cell fixture. 
He wee recaptured by Pittsburgh 
police and returned to New Cum­ 
berland. 
O ther indictments Included: Bil­ 
lie 
Reed, 
Harold 
Murray 
and 
Jam es Laughley, breaking and en­ 
tering: William Morgan, grand lar­ 
ceny; 
Tony Ugbenus. malicious 
assault; W alter Rogowskl, W alter 
Rogowskl Jr., 
Frank 
T*argorma. 
Andy Gawrych and Anthony Pltko. 
conspiracy; 
Brady Hall, carrying 
and 
brandishing firearms; H arry 
Toy. grand larceny; Frank Murrey, 
malicious assault; 
Ted Schroyer, 
Charles Bch oyer and Fred Lew!*. | 
FuDeral Mrvl(.M for EIIjEh Brad. 
conspiracy; 
William H ester 
and ford A s w e ll . 8 6 .p ro m in e n t Jeffer- 
Orville 
Barnes, 
grand 
larceny; g0n county Masonic and Knights of 


Mrs. Mary Jane Fassett 


Funeral services for Mrs. Mary 
Jane Fassett, widow of George E. 
Fassett, who died Tuesday night, 
will be held 
in 
ber borne s t 211 
Sixth street, Wellsville, Saturday at 
2 p. rn., in charge of Rev. I. K. Teal, 
pastor of the First 
Presbyterian 
church. 
Burial will be 
made in 
Spring Hill cemetery. 
.Members of the White Shrine of 
Jerusalem will conduct funeral ser­ 
vices for the deceased at her home 
tonight at 7:30. 
Services will be 
held by Tlrzah Rebekah lodge Fri­ 
day at 7:30 p. rn. and by the E ast­ 
ern Stars at 8:30 p. rn. 
Friends are requested to rail at 
the home. 


Elijah B. Caswell 


William 
Hester, 
embezzlement: 
Frank Still, forgery: Lloyd Howell, 
unlawful assault; 
Thomas Pagad 
ur, grand Isrceny. 


Dr. Frank Beaumont of Seventh 
street, Wellsville, is confined to bls 
home by illness. 


IF Franklin 
lived again 


If Ben Franklin came back to earth, this drug 
store would warm the heart of that great ex­ 
ponent of thrift. 
Our low prices would help 
him to watch his pennies, so that his dollars 
could take care of themselves. 
In honor of his 
birthday, we offer these special THRIFT 
VALUES 


Prices That Spell Savings! 


76c Noxzema 
Cream ............. 
60c Ipana 
Tooth Paste .. . 
60c Squibbt 
Tooth Paste . . . 
60c Pepeodent 
Tooth Paste . . . 
30c Wood burys 
Face Powder . . 
Italian Balm and 
Tooth Powder 
Combination . . . 
60c Zonite 
Antiseptic......... 
Max Factor 
Rouge ............... 
Fortifier’* 
Hand Lotion .. . 
60c Movie 
Dusting Powder 


4 9 c 
3 9 c 
3 3 c 
3 3 c 
2 3 c 
Lieterine 
4 9 c 
3 9 c 
5 0 c 
2 5 c 
3 9 c 


76c Dextrl 
M altose............... 
Electric 
Bottle Warmer . . 
Sanltab 
for 
Nipples . . w 
30c Liquid 
8. M. A.................. 
60c Merck’s 
Milk Sugar, lb. . . 
60c Pablum Ready 
Cooked Cereal .. 
60c Bquibbs 
New Baby Oil . . . 
Loco Castile 
Soap, 3 cakes . . . 


6 3 c 
9 8 c 
2 3 c 
2 3 c 
4 9 c 
4 3 c 
3 9 c 
2 5 c 


30c Lysol Antiseptic . 


QU Fortiner’s Pure 
Mineral Oil . . . . 


Qt AOS Milk Magnesia 


60c Alka Seltzer . . . 
$1.00 Squibb's Adex 
Capsules.................. 


25 
67 
49’ 
49 
79’ 


Lunch at our Fountain 


On cold, wintry day*, nothing will restore energy 
more quickly than one of our daily hot specials et 
th# fountain. 
Daliciou* sandwiches and warmth- 
giving coffee or hot chocolate, served propmtly but 
without rueh. 


Fountain Special 


Cherry, 
f 
Pineapple f l l 
Sundae 


$1.00 Genuine Texas 
C rystals................... 


$1.00 Dr. Miles Nervine 
69c 
83c 


$1.00 Wampole’s Tonic . 79* 


$1,00 Listerine Antiseptic 59* 
50 Capsules Parke Davis Q T c 
Haliver Oil - - - - 
O f 
• 
e 
e 
e 


HITLER AND IL DOCE 


CHART JOINT COURSE 


(Continued from Page One) 


tween ll Duce and Hitler, an offl 
rial said definitely “ Italy does not 
believe stories of G erm any’s w ant­ 
ing to annex part of Morocco." 
“ Both governm ents see eye to eye 
on the question of preventing Bol­ 
shevism from settling in the Modi- 
teranean in the form of a Commun­ 
ist republic,” he said. 
The same offllial added that, af­ 
ter Gen. Francisco Franco's expect 
•d Fascist victory, 
Germany and 
Italy will lend all political assist 
ance he needs in the difficult period 
of reconstruction. 


France Rushes Plans 
For Economic Aid To Nazis 
By TK* Au*riil«N Pf***. 
As Italy and Germany renewed 
their 
handclasp 
today. 
Fiance 
agreed 
to 
meet 
the 
Nail 
reich 
halfway In solution of their eco­ 
nomic and political problems and 
took steps to do her part In stop­ 
ping foreign hands in Spain. 
The French cabinet decided to 
ask legislative powers to be used 
only in collaboration with other na­ 
tions. 
German 
and Italian 
volunteers 
are fighting 
a ith Spain’s fascist 
insurgents; 
French, 
Russian and 
some British zealots are defending 
Madrid 
for the Socialist govern­ 
ment. 
Britain has invoked an old 
act to keep her own men at home. 
Premier Leon 
Blum of France 
also was understood to have agreed 
to undertake economic negotiations 
with Germany without first getting 
political assurances for the reich. 
That removed the main stumbling 
block 
to a 
Franco-German trade 
rapprochement.. 
On the war front. Madrid's de­ 
fenders, with words of pity, parad­ 
ed a fascist prisoner through the 
streets. 
N oncom batants streamed 
out of the besieged city. 
Pa-cists 
at the threshold of Madrid reported 
five 
French 
volunteer 
battalions 
bad been rushed up for a counter­ 
attack by the government defend- 
ors 
Two Fascist spies were executed 
by Basques in the north of Spain. 
German warships freed the crews 
of two Spanish government -ten n ­ 
ers. seised as “reprisals" fur de­ 
tention 
of 
a 
German 
fr- :ghter 
Cargo. 
The ships tbemselvc> have 
been ordered turned over to Span­ 
ish Fascists. 
Back in Germany, the rearmed 
reich launched her first new de­ 
stroyer—quietly and without cere­ 
mony. 
Britain ordered a naval inspec­ 
tion of Spanish Morocco on invita­ 
tion 
of 
the 
Spanish 
in> urgent 
authorities 
there, 
although 
ac­ 
knowledging there was now little 
reason to believe earlier reports of 
a German incursion. 


Pythias lodge member, who died at 
hi* 
home 
near 
Richmond, 
early 
Tuesday, will be held in the Ma 
sonic tem ple at Steubenville Frldav 
at 3 p. rn. 
The 
body 
will lie in 
state at the Masonic temple from 
12 until the time for the funeral. 
Burial will be m ade in the Union 
cemetery at Steubenville. 
Mr. Caswell was well known in 
East Liverpool, where he has often 
visited. 
He located in Steubenville 
in 1886. where he worked as a cabi­ 
net maker, retiring to a farm in 
1922. 
He held many offices in the 
Masonic and Knights 
of 
Pythias 
orders. 
He is survived 
by 
three sons, 
three daughters, a sister and 15 
grandchildren. 
He was also a mem ­ 
ber of the W estm inster Presbyter 
ian church. 


By TK* As**ci*t*4 P rw . 
NEW YORK. Jan. 
14.—District 
I Attorney Charles P. Sullivan an- 
, nounced today th at Major Greene, 
stocky Negro porter had signed a 
full confession adm itting the bath­ 
tub slaying of pretty Mrs. Mary 
Robinson Case. 
The 
33-year-old 
porter 
broke 
down and 
admitted 
bis guilt at 
5:25 a. rn. Sullivan said, after he 
had refused for 24 hours to admit 
complicity in the crime. 
Three minutes later authorities 
bad booked him at the Newtown 
police station in Queens. 
Greene 
answered questions amiably when 
he was being charged. 
He was transferred later to Man­ 
hattan pollee headquarters to 
be 
shown in the lineup. 
Sullivan said the porter, who was 
employed in the Jackson Heights 
apartm ent building where the a t­ 
tractive 25-year-old housewife was 
strangled and beaten with a ham ­ 
m er before her body was dumped 
into a bathtub Monday, would be 
arraigned today in Queens felony 
court. 
"Theft was the motive,’* Sulli­ 
van said in a terse statem ent. “He 
was let into the ap artm en t by her 
(Mrs. Case) on the pretext he was 
going to wash the windows. That 
was before 2 p. rn., just how long 
I can’t say.” 
Blood-smeared 
fingerprints 
on 
the apartm ent 
woodwork 
and a 
blood-stained pair of trousers found 
in an incinerator chute were the 
clues that 
led to 
the a rre st of 
Greene 
at his Harlem 
home 36 
hours after the killing. 
.• 
A 
blood-stained 
hamm er, 
also 
taken 
from the incinerator, was 
established by police as the instru­ 
ment with which Mrs. C ase’s skull 
was crushed. 
Funeral services for Mrs. Case 
were arranged for this afternoon at 
her home in Lancaster, Pa., where 
she and Frank Case, 30, were mar 
ried Nov. 23. 1935. 


18 Troops Will Seek Award 


In District Rope Test 


Eighteen Boy Scout troops from 
East Liverpool, Wellsville, Chester 
and Newell will take part in a dis­ 
trict rope contest in the gymnasium 
of 
the First Methodist Protestant 
church in Jackson street Friday at 
7:30 p. rn. 
The 
winner 
will 
receive 
the 
American Legion 
pennant award, 
now beld by Troop No. 30 of Newell 


as winner of the first-aid contest 
in November. 
The contest will consist of five 
events as follows: 
Whipping end 


j of rope: knot tying <eight k nots); I * 
broken ice rescue with use of rope; 
splicing rope and tug of war. 
The contest will he supervised by 
C. 
E. 
Felton. Columbians county 
scout executive, assisted by Earl 
Mosher and Richard Wilson of East 
Liverpool and Hugh Nile of Wells­ 
ville. commissioners. 


FOG S U B S T I T U T E FO R RAIN 
VISALIA. Cal.—Local weather au­ 
thorities have found a substitute for 
rain. 
It ta fog. 
During the recent 
24-hour period when there was no 
rainfall 
the 
governmental 
water 
gage showed .OS inches of precipi­ 
tation as the result of a ’T ea soup” 
fog. 


Albert Sewickley 


Albert Sewickley of Milwaukee. 
Wis., aud a former resident of East 
Liverpool, 
died 
last Saturday at 
Phoenix, Ari*., E. J. Sewickley of 
the Campground road, his brother, 
was notified Wednesday. 
The deceased left East Liverpool 
more than 20 years ago and has 
been engaged in the contracting 
business in Milwaukee. He went to 
Arizona a few weeks ago in an ef­ 
fort to better his health. 
Besides K. J. Sewickley, he is 
survived by his widow, one son and 
one daughter In Milwaukee; 
two 
other brothers. August of Youngs­ 
town and Paul of Cleveland, and 
two sisters. Mrs. Herbert Barker 
of East Liverpool and Mrs. Augus­ 
ta Littlker of Canton. 
The body has been taken back 
to his home in Milwaukee where 
funeral services will be conducted 
Saturday. 
Burial 
will 
be 
made 
there. 


DAMAGES IN MIDLAND 


EXPLOSION $1 00,000 


(Continued from Page On#) 


main mill office and the third from 
an unknown party. 
Obtaining permission from Ser- 
vlce-Safety Director E. B. Laughlin. ; 
Chief Thomas Bryan sped to the 
scene with Firemen William Davis. 
William Drane 
and 
Carl Collins. 
They returned an hour later. 
Fire fighting equipment maintain 
cd by the company was moved to 
the tin plate plant on a railroad 
siding, although some 
delay was 
experienced in getting It Into play. 
Firemen also were handicapped by 
having to lay long lines of hose. 
Experimental work is being con 
ducted af the plant in an attempt 
to develop a new tin plating pro 
cess. 
Actual 
production 
has 
not 
been started. 
The 
Crucible com- I 
pany, which has been operating at I 
near capacity, employs about 3.600 
persons. 
District police and fire agencies 
w erj besieged with anxious Equit­ 
ies as rumors spread that at least j 
five men were killed and many in­ 
jured. 
Many of the workers reside 
in East Liverpool. 


SCOTLAND’S AT SEA 


Observatory 
Official 
Says 
Land 


Orifts Eight Feet Yearly 


SPECIAL SALE' 
SHETLAND WOOL 
YARN 


ONE OUNCE 


BALL 
19c 


REGULAR 30c VALUE 


BRAND NEW YARN! 


275 Ba lls of brand new Shetland wool yarn in this 


special sale! Every w anted new spring shade I S h et­ 


land Wool is very suitable for knitting sweaters, 


skirts, suits, linfants wear and many other useful 


yarncrafts. Anticipate your needs now — and save! 


KNITTING INSTRUCTIONS 
EVERY DAY IN OUR YARN STUDIO 


SOUTH’S HEAT WAVE 
PERIL TO FRUIT CROP 


Premature 
Growth 
Seen 
Harmful 


To Flowar Output 


FIR E T A K E S T W O LIVES 
SYRACUSE. N. Y„ Jan. It 
Two 
children are dead. six firemen in­ 
jured and 14 persons homeless as 
the result of a fire which destroy­ 
ed 
a 
threa-atory frame house in 
nearby Solvay early today. 


By TK* A Bio* lated Pre**. 
JACKSONVILLE. Fla.. Jan. 1 4 - 
The deep south's near heat wave 
worried fruit and flower grow ers 
today. 
T em peratures in the 70’s 
and 
80 s have prevailed from New Or 
leans to Miami and as far north 
as Charlotte and Atlanta. 
Tho 
resultant 
prem ature 
grow th 
has 
made 
fruit 
trees, 
flowers 
and 
shrubs vulnerable to freezes that 
a re regarded as almost inevitable 
later. 
In 
Florida, 
citrus, 
peach 
and 
other fruit trees are blooming pre­ 
maturely. 
Alabama's pear and 
peach trees are budding and in 
Georgia's vast peach belt it was 
believed only a few more days of 
summer-like 
tem perature 
would 
bring out tender new growth. 
Mobile, Ala., reported its famed 
azaleas, camellias and japonicas in 
bloom more than a month ahead of 
the tim e they usually bring hund­ 
reds of visitors to town. 


GLASGOW, 
Jan. 
14.— Scotland 
was reported today by an official 
of the Glasgow observatory, to be 
drifting toward Ireland—and Amer­ 
ica—at the rate of more than eight 
feet a year. 
I 
Thomas It. Tannahill. a member 
of the staff, said their calculations 
showed the mainland had shifted 
west wal'd 600 feet in the last 70 
years. 
F.ngland, he explained, has not 
joined in the m ovem ent and, con­ 
sequently, G reat Britain is appar­ 
ently "bending in two.”____________ 


Oailvie s 


Only Two Days More! 
SATURDAY ENDS OGILVIE’S 


JANUARY WHITE SALE! 


MAIL CARRIER IN HOSPITAL 
LISBON. Jan. 14. 
Horace Reed­ 
er, for 20 years a rural mail car­ 
rier out of the Hanoverton post­ 
office in H anover township, 
has 
been removed to the Centra! Clinic 
hospital. Salem for treatm ent. Mr. 
Reeder has been suffering from a 
nervous 
ailm ent 
for 
several 
months. 
6 6 6 


LIQUID - T A B L E T S • S A L V I ♦ N O S E 
D R O PS 


USE AS A 
PREVENTION 


Place 666 Salve or 666 Note Drop* in nostrils night and 
_ ____________ J i - L . * * « r n , 
I i ___ AAA 
1------- 


Savings That Will Interest You In 
0 BOYS’ OVERCOATS 


W ITH CAP, HAT or HELMET 
^ 
TO MATCH—SOME WITH LEGGINGS 


FOR BOYS 3 to 8 YEARS 


Tailored 
Models. Quality Woolens. 
W arm ly 
lined. 
Single and 
double 
breasted 
styles 
with 
new 
back*. 
Coats all have hat, cap or helmet 
and some are complete with zipper 
legging*. Sizes 3 to 8 years Brown, 
grey, navy. 


CHILDREN’S 
SWEATERS*2 


TW O SPECIAL PRICES 
1.19 
1.50 
Reg. 1.50 
Reg. 1.95 


8U P ON and COAT 
STYLES—ALL COLORS 
O g ifa ie \ 
rFDRTlNERSI 
M tn /w w m x 0 n y u S T O R E 
PH0NE 80 
W O R M 
DRU I HORI V H U V A l U H E SIS WASHINGTON IT 
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OHIO MAY FORCE 
'COUNTY HELP TO 
AVOID NEW LEVY 


Two Administration B i l l s 


Propose Compulsory Aid 


To Tax Program 


21 CHAIRMEN P I C K E D 


Repayment Of Old Debts And 


Larger Contribution On 


State Costs Seen 


(Continued from Page One) 


Democratic floor leader 
in 
the 
house, 
would restrain the state 
auditor from distributing sales tax 
revenues to any county which is 
indebted or otherwise obligated to 
the state until such obligation had 
been paid. 01 until arrangem ents 
had been made for paying the debt 
within IO years. 
Th*j relief bill, a stop-gap meas­ 
ure appropriating $3,000,000 for use 
| until April 15, would empower the 
state relief commission to distrib­ 
ute the money on a basis of need. 
hut only after the counties had 
matched the grants. 
Under the six-month relief act 
which expired Dec. 
31, 
the state 
gave 
the 
counties approximately 
$6,500,000 outright. 
Davis’ debt bill is aimed paiticu- 
larly at the counties which owe the 
state welfare 
departm ent 
about 
$2,000,000 for care of feeble minded 
residents in state institutions. 
Building Possibilities Cited 
W elfare Director Margaret All- 
man said that a "m arvelous” build­ 
ing program could 
be 
financed 
with money the counties owe. 
Taxation took a prominent place 
today before the legislature, which 
completed action on the $20,222,597 
partial appropriatoins bill late yes­ 
terday and Bent it to Gov. Davey. 
The measure, Intended to finance 
state operations until the regular 
biennial budget bill could be enact­ 
ed, was approved. 34 to 0, by the 
senate. 
It is $1.323.481 larger than 
that of two years ago. 
The 
house 
finance 
committee 
took up a bill which would put into 
effect immediately another measure 
enacted late in December by the old 


assembly, providing for the contin­ 
ued installm ent payment of delin­ 
quent taxes. 
The new bill, introduced by Rep. 
Samuel A. Anderson (D) of Licking 
would reduce the number of 
pay­ 
ments from IO to 6 and 
add 
an 
emergency clause to the December 
measure, 
which 
otherwise would 
not become effective for 90 days. 


A bill to substitute a 3 percent 
gross receipts tax for the sales tax 
was presented by Sen. H. D. Byrne 
(Dt of Portage along with six other 
senate bills and IS house bills late 
yesterday. 
Collect Once a Month 
The state tax commission would 
collect the tax once a month on the 
total sales of retailers and would 
let the retailer collect from the con­ 
sumer ‘‘insofar 
as 
same can be 
1 done.” 
All the exemptions now contain 
ed in the present sales tax law. ex 
cept those on food, casual sales and 
purchases made by political subdi 
visions, would be removed. 
Byrne’s m easure was not consid­ 
ered by observers to have adm inis­ 
tration endorsement. 
Its fate was 
doubtful. 
Organization of the senate was 
completed as the powerful Demo­ 
cratic majority 
named 
its parti­ 
sans to the chairmanships of all 
the 21 committees. Keith Lawrence 
of Cleveland became chairman of 
the 
im portant 
rules 
committee: 
Emerson 
Campbell 
of 
Belmont 
county, the finance committee, and 
W\ F. Garver of Holmes county, 
the taxation committee. 
John Taylor of Salem was named 
chairman of the commerce and in­ 
dustry committee. 
A wide variety of bills was pre­ 
sented to both houses. 
A constitutional amendment pro­ 
posed by Sen. William M. Boyd, 
(D.) of Cuyahoga would 
prevent 
"lame duck” sessions of the legis­ 
lature 
and 
another 
by 
Reps. 
Charles A. Mauer and Joseph G. 
Linneman (D.) of Hamilton, to lib­ 
eralize initiative and referendum 
laws by reducing the number of 
signatures required for putting a 
question on the ballot. 
Seek Highway Finances 
Boyd’s plan would have a newly- 
elected legislature meet Nov. 15 
instead of in January. 
Another bill would appropriate 
$5,000,000 
for highway 
construc­ 
tion and $150,000 for improvement 
of the Portage lakes in Summit 
county. The bill also sought to re­ 
vive the last legislature’s appropria 
tions for national guard arm ories 
at Akron and Frem ont and a naval 
armory at Columbus. 
Rep. John F. Hewitt (D.) of Ma­ 
honing would reduce the fishing 
license fee for residents from $1 
to 60 cents but would require it 


ELMER E, CRAWFORD 
DIES AT AGE OF 60 


YOUNGEST PIANIST PLAYS OWN COMPOSITIONS jp | ^ J j 
J Q J j y 


Insurance Agent, Resident 


Here 22 Years, Stricken 


Elmer E. Crawford, Sd. agent for 
the Metropolitan Life 
Insurance 
Co. here for 22 vears, died at his 
home in 1514 Allison avenue W ed­ 
nesday at 2 p. rn. following a five- 
month illness. 
Mr.‘Crawford was born in Spruce- 
vale, a son of the 
late 
William 
and Alw I Ida 
Crawford, 
but has 
spent most of his life in East Liv­ 
erpool. He was a deacon in the 
First Christian church and a post 
president of the Brotherhood class. 
He was also a member of Peabody 
lodge No. 19. Knights of Pythias, 
ami an honorary member of 
the 
National Brotherhood of Operative 
Potters. 
The deceased is survived by his 
widow, Mrs 
Pearl M. Crawford: 
one son. Ronald Crawford of W ells­ 
burg, W. Va.; three daughters. Ag­ 
nes, Irene and Beulah, at home: 
two brothers. Roy 
and 
Clifford 
Crawford, and one 
sister. 
Mrs 
Fred Olenhausen all of East Liver­ 
pool and one grandson. 
Funeral services will be held in 
the home Saturday at 2:30 p. rn. in 
charge of Rev. D. Park Chapman, 
pastor 
of 
the 
First 
Christian j 
church. 
Burial will be made in 
Riverview cemetery. 
Friends are requested to call at 
the home Thursday 
and 
Friday 
nights. 
Members of the Christian 
Endeavor society of the Christian 
church will meet at the church Fri­ 
day at 7:15 p. rn. to visit the Craw- 
ford home. 
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III DAWSON JOB CASE USED RADIO 


(Continued from Page One) 


Laura Topaiian, 3, of Arlington, 
Mass., has composed several pieces 
of her own for the piano, and can 
already play as well as children 


mauy years older. 
She is shown 
with her mother, who is also her 
teacher. 


of cane pole anglers as well as 
rod and reel enthusiasts. 
Rep. Donald D. Canfield (R.) of 
Wood asked a 60 percent increase 
in license 
fees 
for 
trucks and 
busses. 


f f 
r n 
SALADA 


Satisfying, Refreshing 


SNOW WRITING SPURS 
HUNT FOR LOST PARTY 


Message On Roof O f Cabin Carries 


Tragic New* To A ir Pilot 


fiv Th* Associated Presa. 
LAS VEGAS, Nev., Jan. 14—This 
tragic 
message 
written 
in 
the 
snow—“one 
dead—three 
sick— 
need medical aid—Prettym an Par­ 
ty” caused a rescue group to re­ 
double efforts today in an effort 
to reach a snow-covered cabin. 
The message, written on top the 
cabin, was seen from the air by 
Lee Prettym an 
but 
he was left 
with the agonizing speculation as 
to who the “one dead” might be: 
His wife, Mr. and Mrs. Jam es Coe, 
Fred Miller or Doris Dunn, Negro 
cook. 
They 
were 
marooned 
by 
deep drifts in the gold range min­ 
ing district 120 jniles north. Their 
automobile overturned while they 
were battling the storm after visit­ 
ing Prettym an’s mine. 


A. W. Robinson of Topeka, “dean 
of 
Kansas 
journalists.” and Mrs. 
Robinson celebrated their 60th wed­ 
ding anniversary recently. 
Mrs. 
Robinson has 
contributed to the 
family paper for 50 years. 


H ere and T h ere 
In the D is tric t 


•Kiss’ Slayer Convicted 


Porter S. M ickey Pledged 
Porter 
S. 
Mackey, former high 
school basketball star, and son of 
Mr. and Mrs. J. Howard Mackey of 
900 Morton street, has been pledged 
to tho Kappa Sigma fraternity at 
the Carnegie Institute of Technol­ 
ogy. In Pittsburgh, where he is a 
freshman in the departm ent of ag­ 
riculture. 


CINCINNATI. 
Jan. 
14—John 
Rueger, 51, convicted of second de­ 
gree murder by a Jury awaited to­ 
day sentence of life imprisonment 
for the “death kiss’ slaying of 19- 
year-old Alberta Judd, his former 
employe in a roadside refreshm ent 
stand. The girl was shot and kill- 


prevail according to their standing 
on the eligibility lists. 
Chief Bryan and Harry Kinsey 
said vacations always were select­ 
ed according to seniority, and that 
the names were listed in the same 
order on the payroll. 
The payroll 
lists were Introduced showing Mr. 
Dawson’s nam e 
following that of 
Jess Terrance. 
Director Laughlin, whom the de­ 
fense holds made the appointments 
of the four men. testified on civil 
service 
regulations 
g o v e rn in g 
safety departm ents. The defense Is 
attem pting to show that since the 
12 men. nine of whom were still on 
the departm ent when the cut was 
made June 5. were sworn In at the j 
same time, no seniority rights pre 
vailed. 
The Jobs were given to Jess Ter i 
ranee, whose priority was unques 
tloned; 
Gail McFarland, 
W alter 
Feustal and Carl Collins. William 
Drape was tem porarily appointed 
In Terrance's place, the latter hav.j 
Ing been granted 
a 
three month 
leave of absence. 


Tax Yields $56,660,535 
COLUMBUS. Jan. 14.—The state 
treasurer's report on the sale of 
prepaid sales tax receipts showed 
today the three percent levy yield­ 
ed $56,660,635 during 1936. During 
the l l months and four days the 
levy was effective In 1935 the state 
obtained $46,370,841 
in revenues. 
Revenues, after deduction of ad- 
mlnlstcative 
costs, go to finance 
schools, political subdivisions and 
relief. 


ed the night of Oct. 8 after the 
four-times married and thrice di­ 
vorced former restaurant operator 
said he had asked her to kiss him 
goodbye with tho explanation he 
was “going away a long way.” 


S T E I N I T E 


Table Model 


MAJESTIC 


B O S C H 


Cab. Model 


Pries I 60 
OLEN DAWSON 
M U S I C S T O R E 
104 VV. Fifth St. 
E. Liverpool, O. 


Births Recorded 
Mr. and Mrs. Donald Cronin of 
408 Washington street, a daughter 
last night at City hospital. The 
mother formerly was Miss Garland 
Hoy. 
Mr. and Mrs. Alex Chaffin Jr., 
Smithfield street, a son. John Alex­ 
ander, Jan. 3. The mother, for­ 
merly, Miss Dorothy Wilson, and 
son are at the home of the for­ 
m er’s parents, Mr. and Mrs. Frank 
Wilson in Salineville. 


Orchestra To Broadcast 
Bd McGraw'g orchestra of East 
Liverpool 
will 
broadcast 
a half 
hour program of popular song and 
dance music 
over radio 
station 
WHJB at Greensburg. Pa., Satur­ 
day, from 4:30 to 5 p. rn. The musi­ 
cians will 
play 
engagements at 
Brodhead hotel Jan. 30 and Feb. 
6. 


CANTON ROBBER PAIR 
KILLS SPORT FIGURE 


A 


Jacob 
Kauffm an 
Dies 
Of 
Bullet 


W ounds In Head 
LAST SHOWING 
T O D A Y 
“ THE C U flB SE x» t LICHT BRIG ADE” ^ 


All The Grandeur of The Great Northwest in MAGIC TECHNICOLOR 


OUT WHERE ALL LAW END E D ...THEIR LODE BEGAR! I 


■ 
H 
H 
P 
* 
* 


WImn* Mw w orld’* m igM - 
o«l two* kitted Mm tky 
... h i t M itt* modo ho* 
forgot everythin# bt* lo vet 
COUNTRY 
•MIM MMM 


wit h GEORGE BRENT 
BEVERLY ROBERTS 


BARTON Na cLANE » ROBERT BARRAT • AUN NALE 


Jacapii Kiag-U B rtaM * JM tph C ra te r■ A d d a * R kterdi 
Directed by WILLIAM KEIGHLEY 
Untie by Max S t e i s s r 
• 
JAMES OLIVER CIRWOOD* 
th ruling batt teller of untamed 
men fighting art undaunted 
teaman for the untold riches 
Pf the wild n o rth w e st...Nom 
•tju m p h an tly screened in 
Technicolor bg Warner Brae.! 


STARTS TOMORROW 


Bv Th* A » 
» 
< 
H 
- 1tied P m * . 
CANTON. 
Jan. 
1 4 .-Ja.o b 
S. 
(W hitey! 
Kauffman, 
43, 
well 
known Canton sports figure, died 
late last night at Mercy hospital 
from two bullet wounds in 
the 
head. 
Kauffman 
did not 
regain con 
sciousness after he was attacked 
24 hours before by two unidentl I 
fled assailants. Police said nearly 
$300 he was believed to have been 
carrying was missing. 
W itnesses said the two men shoi 
Kauffman 
as 
he started up the 
steps in front of his home, arn; 
then sped away in an automobile, 
j 
Governors island. 


4 CHILDREN DIE WHEN 
FIRE DESTROYS HOUSE 


Ogdensburg, N. Y . Firem en Hurt In 


Early Morning Blas# 


Bv Th* Asteriated Frets. 
OGDENSBURG. N. \\, Jan. 14 - 
Four children were burned to death 
and a fireman was seriously injur 
ed when flames destroyed a small 
frame house here early today. 
The victims 
were 
Violet, 
15; 
Rita. ll; Jean, 7 and Martha, 3, 
children of Mr. and Mrs. Adam Pe 
trills. 
A son, Bobby, IO, was rescued 
with night clothes and hair aflame 
as he stood against the front door 
trying to escape. 


Fire Routs 230 At Convent 
RIMOUSKI, Ore., Jan. 14.— Fire 
J drove 160 girl students and 70 nuns 
I from the old Ursuline convent on 
I the lower St. Lawrence river early 
| today. None was injured. 
Father 
Louis Philippe Chenard, the con­ 
vent chaplain, said there was no 
panic. Volunteers joined firemen in 
keeping the 
blaze 
from nearby 
buildings. 
NOW 


SOON LAUREL a™ NARDY <" OUR RELATIONS 


FAST, FURIOUS, FUNNY, FU LL LENGTH, HILARIOUS SHOW 


QUICKER 
RELIEF 
FOR PILES 


TRIL suppositories, were first de­ 
veloped for the use of doctors who 
specialize in rectal disorders. They 
have a five-way action th at has led 
physician* to call them the ideal 
treatm ent for the quick relief of the 
horrible discomfort of hemorrhoids. 
They stop all pain within a few sec­ 
onds; they check bleeding quickly; 
they promote healing of broken tis­ 
sues and fissures; they soften and lu­ 
bricate. making bowe I movement easy 
and painless. TRIL suppositories con­ 
tain no narcotics or harmful drugs; 
they are safe for home use. 
IRIL is also made in the form of an 
ointment for quick relief of Itching, 
burning and soreness accompanying 
external or protruding piles. 
IRIL Suppositories comes In two 
sizes—SO cent* and HOO per box; 
IRIL Ointment costs only 50r for a 
generous size tube. 
You may now purchase this 


JANUARY SALE 
« Modern Gas Ranges 
AT 'WAY LESS THAN REPLACEMENT PRICES 


79 HIGH GRADE GAS RANGES 


including such famous brands as White Star, Detroit Jewel, Sunray, and the 
new 1937 Sherman — and, may we state — emphatically — no other ranges 
have more quality built into them, none have more convenient, practical or la­ 
bor saving features. 35 DIFFERENT SAMPLES TO SELECT FROM. 


$4 4 .7 5 $0 Q .75 $0 7 .0 0 $7 0 .1 5 and up to $ J 2 7 * 50 


The quantity of many patterns is small and none can be duplicated for less 
than 20% more than the sale price—make your selection NOW while you can 
SAVE— a small first payment secures your purchase for immediate or later 
delivery as you wish. 


CREDIT TERMS 
Pius A Small 
Carrying Charge CROOK’S 
Trade In 
Your Old .Range 
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Slitofetffc 
OF 
T H 4 “ AWGCTZfLr» 
The Assoo<ated Press Is exclusively • nt,G«d 
to the use for publication of all news dis­ 
patches credited to It or not otherw ise cred­ 
ited in this paper and also the local 
published herein. 
All rights of republica­ 
tion of special dispatches herein also re- 


AV t CIAL” REFRESH NT AT IV E “ T tMTTohrTTT. 
Cullen Company. New York office, 630 P lftb 
Ave. Chicago office I South Michigan Ave.; 
D etroit office. General Motors Building 
PRIVATE 
t l Le ^ 
n e 
ex^ 
n g e; 
ap 
departm enta Main <8 between the hours of 
7:30 A. M. and 5:30 P. M. After 8:30 P. M.. On, 
Sundays and Holidays. Circulation depart­ 
ment. 44; Advertising departm ent, 45; Com­ 
posing room 46. Editorial departm ent, 47.__ 
12---- ----- - g U b s6 lU * f ION* RATIOS 
BT CARRIER per week l l cents. BT MAIL 
suburban sons. one year, 11.00; six months, 
t i IO; four months, 11.00. OUTSIDE ZONES 
one year, 15.00; six 
months. 
$2.75; 
three 
months, $1.60; one month $0 cents. N orm al! 
subscriptions accepted In localltlea 
served by carrier delivery. 


Saving Democracy 
T 
HE President has spoken twice within a 
week on what he beleve* must be 
done to save democracy. 
Id his message to confit**, 
he recom­ 
mends cooperation of the three branches of 
government. The executive and legislative 
branches, be said, have been seeing things 
eye to eye The judicial branch he crlttclied, 
however, for not responding to the spirit of 
the times. 
In gubmitUag a reorganisation plan for 
the executive departm ent, 
Mr. 
Roosevelt 
naked: “WHI It be said 'Democracy was a 
great dream but it could not do the Job’ or 
•bail we here and now, without further de­ 
lay, make it our business to see that our 
American democracy ie m ids efferent so 
that it will do the Job that is required of 
It by the even ta of our time?" 
T 
H S Preaidant is striving, as a man of 
vast experience in public affairs, to re- 
adjust American government to the demands 
of a tanse period of political activity. 
He 
ta doing what political leaders of many other 
countries are doing, with varying success. 
Mr. Roosevelt differs from most of them In 
being committed 
to the 
preservation 
of 
democratic Institutions. 
It may be questioned, nevertheless, wheth­ 
er the President is not caught in the same 
vortex of restlessness 
which 
has 
caused 
other national leaders 
to translate desire 
for efficiency and cooperation into strictly 
undemocratic methods 
of political action. 
Efficiency ie related closely to dfcipline and 
autocracy. It seem s to reach its zenith 'n 
the totalitarian state. 
In the democratic state, a* many com­ 
mentators have pointed out, procrastination 
and halfway measures are more common 
than uncommon. Legislators are inefficient 
when they argue endlessly. Adm inistrators 
are balked by adverse opinions of the 
nouns. Officials constantly m ust keep their 
airs to the ground to see which way the 
Majority Is getting ready to stampede. The 
result is the opposite of efficiency, yet in 
the long run a republic may outlast sd auto 
eracy by reason of the very things which 
make tt inefficient. — argum ent, delay and 
compromises. 
These things are important. 
The 
fact 
they are brought 
to 
mind 
by 
President 
Roosevelt’s 
recent 
statem ent 
on 
saving 
democracy ie proof be Is dealing with a 
vital subject. 


epHE President s proposal tor reorganising 
* 
the executive branch 
of the federal 
governm ent la sound and proper. Why, then, 
does it arouse criticism, Instead of praise? 
There are two reasons. 
It is being criticized, first of all, by those 
who have som ething to fear from a m ort 
rational organization of executive functions. 
Their criticism is not valid. On the other 
band, is the criticism of thoughtful persons 
who feel there is dangerous significance in 
the fact the reorganization' would increase 
the power of the executive branch without 
providing for corresponding Increases 
in 
the powei of the legislative 
and 
Judicial 
branches. 
For years, there has been ag’tat ion for 
curtailm ent of the executive branch. 
Mr. 
Roosevelt, himself, as a candidate for the 
presidency, criticized 
the 
overgrowth 
of 
President Hoover’s adm inistrative machin­ 
ery. Yet, in 1937. Mr. Roosevelt proposes a 
structure infinitely larger than Mr. Hoover's. 
No recognition Is given 
to the school of 
thought which holds that the government 
would be more efficient if it cost less money. 
The current fashion in political stream lin­ 
ing calls for more size. more power, more 
certainty, more speed and more authority. 


VT IS not too soon to consider the possi- 
* 
bility that inherent in the plan of sav. 
tag democracy 
which President Roosevelt 
bas outlined may be the germ of its trans­ 
formation from the outline Americans ha\e 
known for 150 years. 
The result ma> he 
democracy in a relative sense only. 


Expert Advice 
/G ENU IN E recovery will not be attained 
until unemployment has been reduced 
greatly from its present unwieldy propor­ 
tions. 
The urge to do something directly is re­ 
sponsible for proposals of a shorter work 
week. It is argued that the demand for labor 
be distributed among a large number of 
workers by reducing the number of hours 
which individuals may put in at their jobs 
—-at no reduction in pay. 
This would cause an increase ta the oost 
of production. 
A ttention is directed to the digest of the 
report of the Brookings Institution appear­ 
ing on this page. Economists of the insti­ 
tution have reached the conclusion that di­ 
rect action, aa proposed by President Roose­ 
velt and many labor leaders, would retard 
genuine recovery, instead of advancing it. 
Their opinion deserves attention. It rep­ 
resents expert advice. The Brookings In­ 
stitution is a private organization dedicated 
lo national aer vice. 


Essentials For Recovery 


T 
HE Toited States ii striving for complete 
re. ovary Its heart is set 
on s higher 
standard of living for everybody—the more 
abundant life. 
There are all kinds of proposals for bring 
Mig this desirable condition to pass. Obvious 
ly, most of them are wrong, lf there were 
that many keys to Utopia, no one would 
need to linger outside the gate. 
Therefore, it Is deeply Important what key 
happens to be chosen officially. That ex 
plains why the Brookings Institution report 
on “The Recovery Problem tn the United 
States’’ received close 
attention .Tan, lh 
when it was published. 
In at least one vital recommendation, the 
report was diam etrically opposed to an of­ 
ficial policy chosen by the Roosevelt admin 
iBtratlon for attainm ent of complete recov 
ery. The Brookings Institution enjoys wide 
prestIge. It cannot compete with the Presi­ 
dent in popularity, but it is at least as au­ 
thoritative in m atters of economics. 
THUS, It happens that the country’s best 
knowrn organization for research In the 
social sciences finds 
Itself 
contradicting 
President Roosevelt's official dictum that 
the prevailing hours of labor must be re­ 
duced in order to attain complete recovery. 
Human interest is added to the situation 
by the fact that 
the P rssldent's 
uncle, 
Frederic A. Delano. Is chairm an of the board 
of trustees of ths Brookings Institution. 
There is, says the Institution, an enormous 
accumulated deficiency of production. That 
means there Ie plenty of work to be done; 
complete recovery is within the nation’s 
grasp: all the unemployed will find Jobs. 
President Roosevelt, reflecting the posi­ 
tion taken by certain leaders of organized 
labor, says the working hours should be 
shortened so that the unemployed will find 
jobs immediately. When he does, he files in 
the face of many accredited economists, 
including those of the Brookings Institution. 
They point out that the drift toward high- 
sr prices of manufactured 
goods “is the 
gravest danger which we face today.” High 
er prices are caused by higher costs of pro 
dilution. The most Important part of the cost 
of production is wag4M. Therefore, lf indue 
try must pay out more money In wages, it 
must raise prices. 
Tsiat, says the Institution’s report on re 
covery, will defeat what the country is try- 
Ing to do. The standard of the living of the 
masses can be raised in only one way—by 
increasing the amount of goods 
available 
and decreasing the price, thus making It pot 
elhi® for each family to buy more goods. If 
wags costs are forced up unnaturally, they 
will Interfere with the delicate mechanism 
of complete economic recovery, according to 
the reasoning of the 
economists of 
the 
Brookings Institution. A paragraph of their 
report dealing with proposed reduction of 
working hours reads: 
“The sharp rise in Costa, unrelated to ef­ 
ficiency, would be certain to result either 
in rapid rises in industrial prices, with pro­ 
foundly disturbing effect! upon the opera­ 
tion of the economic system as a whole, or 
the Immediate halting of business activity 
with a consequent increase In unemploy­ 
m en t” 
I 
"HE report deals with many other m atters 
beside# the folly of trying to attain 
complete recovery by raising cost of produc 
lion. 
Favorable factors in the present economic 
situation are noted, but on the darker side 
are such m atters as an unbalanced budget 
and possibilities of inflation. Concerning 
the budget, about which President Roosevelt 
recently Informed the country, the report 
says: 
“We are still gambling upon a sufficient­ 
ly rapid growth In national income to permit 
a balancing of the budget before confidence 
In the credit of the government wane* . . . . 
the continued ability of the treasury to ob­ 
tain all the funds required at low interest 
rates has given rise to a false sense of se 
curity. We are working on a very narrow 
margin, and adverse developments could 
quickly upset all present calculations.” 
A complete list of essentials for a consis­ 
tent program of nations! recovery, ss pre­ 
sented In the reports, follows; 


Reestablishment 
of a balanced 
federal 
budget as a foundation on which to build en­ 
during progress. 
Continuance of the present policy of main­ 
taining a fixed price of gold and establish 
merit through international cooperation of a 
system of stable foreign exchanges. 
Extension of the program of reciprocal 
trade agreem ents 
as the most 
practical 
means of reducing artificial barriers to 
commerce and reopening channels of inter­ 
national trade. 
Preservation of the generally favorable 
ratio of prices and wage rates in the inter­ 
est of progressively expanding the real pur 
chasing power of workers and creating a de­ 
mand for added production and employment 
- placing em phasis upon price reductions as 
a rn wins of carrying the benefits of tech­ 
nological progress to all groups within the 
nation. 
Maintenance in general of 
prevailing 
hours of labor, as the only means of meet­ 
ing the production requirem ents Involved 
in restoring during the next few years the 
standards of living of the laboring classes 
and promoting the economic advancement of 
the nation as a whole. 
Elimination of industrial practices 
and 
policies—private and public—which tend to 
restrict output or to prevent the increase of 
production efficiency. 
Shifting em phasis in agricultural policy 
from restricted output and rising prices to 
abundant furnishing of the supplies of raw 
m aterials 
and foodstuffs required by ex­ 
panding m arkets. 


THE report states that the following con­ 
clusions have been reached; 
T hat the United States has recorded a re 
covery “appreciably less” than in 
many 
other countries, lagging 
behind 
England, 
Germany, 
Sweden. 
Hungary, 
Chile 
and 
Japan. 
ThHt. the bottom of the depression both 
throughout the world and In the United 
States was reached In the summer of 1932, 
although there was a subsequent recession 
here aud in two or three other countries. 
That the number of unemployed In 
the 
United States is about 9,500,000. 
That 17 percent of the national income 
In 1936 went to federal, state and local 
taxes, and that all such taxes would absorb 
20 percent of income if governmental bud­ 
gets *were balanced 
That the best-sustained recovery move 
ment began shortly after the NRA was de­ 
clared unconstitutionsl. 
That wage rates since the NRA have tend 
ed to rise rather than fail. 
That a production program large enough 
to replace accumulated deficiencies In the 
next five years and expand output to a 
level providing comm ensurate consumption 
volume with that in 1929 would be faced 
by a shortage of labor. 
That the drift toward higher prices of 
manufactured goods "is the gravest danger 
which we face today.” 
That, especially In the first stage, the 
■'conflicting and confusing character of the 
early Roosevelt program tended on 
the 
whole to retard the recovery program.” 
That dollar depreciation and the NRA 
policies threatened to undermine the whole 
recovery program. 
That a balanced budget now is i vital 
necessity. 


IN the summa).\ and conclusions the favor- 
* able factors of the present situation are 
beaded as follows; “An abundance of loan­ 
able funds is available at low rates of in­ 
terest. The burden of private indebtedness 
has been materially reduced in the 
course 
of the last three years. The trend with re­ 
spect to wage and price relationships has 
been unusually aatlsfactory The balance be­ 
tween agriculture and Industry has been 
materially Improved; uncertainty with re 
sp ed to monetary and banking policies has 
almost wholly disappeared; developments in 
the field of commercial policy have been lay­ 
ing foundations for an expansion of foreign 
trade; the enormous accumulated deficiency 
of production is a powerful stim ulus 
to 
further expansion; finally, 
the confusion 
with respect to government policies 
has 
been greatly reduced.” 


A n Im p erativ e P lan 


By OAVID LAWRENCE 
I SXT. by The Review) 
1 1 ’ASHINGTON, Jan 14-L ik e a breath of 
* » 
fresh air In a musty room comes Presi­ 
dent Roosevelt's message indorsing the re­ 
port of a special committee which recoin 
mends an extensive overhauling and mod 
ernlzing of the entire executive structure 
of the federal government. 
One may disagree here or there with car- 
fain details, hut the broad outline is so sen- 
Bible and bo imperative, if we are to mak-t 
our governmnt effective and efficient, that 
the only dark cloud on the horizon is the 
possibility that the champions of the spoils 
system on Capitol Hill and the arch deacons 
of “political pull” in government may suc­ 
ceed in blocking this reorganization plan as 
they have other plans of similar nature un 
der past administrations 
The idea of reorganizing the executive 
branch of the government and its numerous 
commissions and bureaus in not new. having 
been suggested by Republican as well as 
Democratic presidents, but it remained for 
President Roosevelt to take a bold initial 
tive in projecting a plan that really reorgan- 
izes. 
One is almoat tempted to be thankful that 
Mr. Roosevelt won by his own influence 
such a huge majority in congress in the 
last election lf the concrete result flowing 
therefrom now is the actual adoption by 
an enlightened congress of the plan that 
has Just been submitted to it. 
The proposal is far reaching and const! 
tules by far the most comprehensive reform 
that has ever been proposed with respect 
to the adm inistrative side of the federal gov 
em inent. It* weakness Is not that It concen­ 
trates power in the chief executive, for in 
adm inistrative tasks, this is essential, but 
that it does not provide for the clear deflni- 
tion of the federal function from a policy 
standpoint so that congress and the execu- 
tive may both follow more closely the true 
requirements and obligations of the federal 
government without adding responsibilities 
that truly should be left to the states and 
the cities. 


'■j'HK President s committee which formu- 
lated the reorganisation plan frankiv 
confessed in its report that it did not con. 
sider the policy making function, as this was 
something for the executive and congress 
to handle. Hut. in the long run. government 
expenses will increase instead of diminish 
unless there is some committee or commis­ 
sion which, with the President’s barking, is 
willing to go into the subject of the federal 
function and mark out constitutional as 
well as financial limits. 
The new plan as a whole, however, is a 
step in the right direction, and when Sen. 
Byrd of Virginia and hts committee finish 
looking into the matter from the congres­ 
sional aspect, which is also desirable, it is 
certain that the country will get s real op­ 
portunity to know something about the re- 
organization of the federal machinery. 


Much of the 
new plan 
ia necessarily 
theoretical, if not politically impractical in 
the sense that it m utt run the gauntlet of 
hard boiled congressional scrutiny plus tho 
effects of an exercise by bureaucracy of its 
usual capacity for legislative pressure among 
Its friends on Capitol Hill. Tills has block­ 
ed previous legislation on governmental re 
organization and may sterilize some of the 
fine proposals now being made. 
Everything will depend on Mr Roosevelt’s 
own enthusiasm for tho plan. He can content 
himself with the present message and rec­ 
ommendations and feel that he has done his 
part. He cen. in effect, show that It Is nol 
he but congress that maintains the spoils 
system and prevents merit from being in 
troduced in the choice of personnel. But if 
he wants really to put the full influence of 
his position and prestige behind the whole 
plan and get congress to adopi the principles 
in some form of law that gives Mr. Boose- 
velt specific power to carry out the details, 
he can probable’, at this stage of his career, 
force the measure through. Delay would be 
fatal to the plan, for. if too much 
time 
elapses, the whole report will be sniped at 
and here and there concessions will be made 
to pressure and the subject may ba forced 
gradually into the future, when other items 
of controversy on the congressional scene 
may cause such cleavage# ss actually 
to 
prevent a majority from being mustered for 
the plan In congress. 


'p H E R E will be many points in the reorgan 
I Izatlon plan that will require amplifies 
tion and discussion Thus. it is not clear whj 
the comptroller general’s office should be 
abolished and its functions given in part to 
the department of justice and in part to 
the treasury. This means that. normally, the 
handling of the expenditures is turned over 
to political officers. Much better would be 
a plan which made the comptroller general s 
office a part of a regular executive bureau 
or agency, but with an independent status 
like the bureau of internal revenue, so that 
the minimum of interference shall be pos 
sible with respect to the judicial decisions 
of such an auditing bureau. 
Likewise, the budget bureau needs more 
specific limitations aud direct responsible 
ties so it will conform to congreasional de 
sire. 
Finally, the new plan by no means requires 
congress to give up its constitutional duty 
and power to direct the executive what to 
do, but merely Insists that the instructions 
•hail be sufficiently broad and intelligently 
stated in laws so that an executive bureau 
can, with common sense discretion, carry 
them out. What the plan really calls for is 
an end of hamstringing by means of the cur 
ternary appropriation hills, vet with respon- 
sibility and obligation for expenditures fullv 
defined and subject to full public disclosure 
to the legislative branch 
of government— 
an ideal long sought by all of us who have 
for years been urging and pleading for a 
(modernization of the federal structure to 
meet the needs of a growing population and 
the complexities of our present day econom 
Ie life. 
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Reorganization Opposition Gains Force 


BY PAUL MALLON 
\1 tASHINGTON. Jan. 14.-T h e re 
V> will be no denying that Presi­ 
dent 
Roosevelt’s 
reorganization 
plan 
knocked 
his 
congressional 
leaders approximately speechless. 
Some, like Speaker Bankhead, 
muttered only that it was a m atter 
of great Importance and should be 
studied. 
Others begged off on the 
ground that they had not read the 
suggestions, while a few frankly 
declined 
to 
express 
themselves 
aloud. 
This seemed inappropriate for 
legislators who were ready IO days 
ago to pass at once anything Mr. 
Roosevelt wanted. 
The proper explanation was of­ 
fered 
by 
a 
Democratic senator, 
who could qualify for one of Mr. 
Roosevelt's proposed six legm en 
assistants, as he expressed a pas­ 
sion for anonymity. 
Said he; 
“I 
recall that a W. 
S. Gilbert ahip 
was 
once becalmed, and, as the 
crew bad no food, they ate each 
other. 
The cook finally survived 
and announced, witb a knowledge 
of what was within him: 'I am the 
cook, and the captain bold and 
mate of the 
Nancy 
Brig, and a 
bosun tight and 
a mldshipmite 
and the crew of the captain’s gig'. 
The 
cook would be a thin man 
compared witb 
Mr. 
Roosevelt 
if 
this reorganization goes through 
as recommended, but don't worry. 
It won t.” 
* 
•* 
* 
Conflict 
The confidence of the passionate 
anonym was probably premature. A 
peculiar 
inner situation has de­ 
veloped. 
Certain Democratic lead­ 
ers appear to be banding to conduct 
a wholly inside fight against the 
program by passive resistance, ar­ 
ranging indefinite delays, etc., witn- 
out ever saying a word against it 
publicly. 
At the lim e time, others started 
creating 
machinery 
to 
ram 
it 
through the house. 
Instead of let­ 
ting the house select a standing 
com m ittee to consider the matter, 
they arranged to have the speak­ 
er do it. In order that none except 
loyal adm inistration men would be 
appointed. 
In a situation like this. it is im­ 
possible to tell now how much ot 
the presidential program will sur­ 
vive. 
The consensus is that about 
50 
percent 
eventually will be ap­ 
proved 
by congress six 
months 
hence. 
* 
* 
• 
Probabilities 
Best advance guess is that this 
is what will emerge. 


J 
Mr. Roosevelt will undoubtedly 
gat his six new confidential agents. 
These jobs will be of superior Im­ 
portance. Six presidential chancel­ 
lors able to control the lA d s to the 
President's mind from the govern­ 
ment 
departm ents 
may 
develop 
more power than cabinet members. 
lf each will be assigned a particu­ 
lar category, such as finance, na 
tional defense, etc., each may be­ 
come the moat influential authority 
on bis subject. 
The effect will be 
more presidential control over the 
government departm ents, less cab­ 
inet influence.• 
* 
• 
The two new departmenta of so- 
j elal welfare and public works will 
be authorized, without much con 
troversy. 
Tim 
proposed 
presidential 
ac 
counting system will be dropped in­ 
to the first handy congressional 
waste basket and a substitute plan 
composed. Congress will not permit 
the attorney general to w rite legal 
authorizations for presidential ex 
penditures and the treasury secre. 
tarv to audit them, as both cabinet 
officers are removable by the Presi 
dent at will. Congressional senti­ 
ment will favor a stricter congree 
nional audit and control in place of 
the admittedly inefficient 
present 
comptroller general system. 
The President will get part of 
the control he wants over expendi­ 
tures of Independent commissions, 
but not the most im portant part. 
Congress created 
these 
commis­ 
sions Hike federal trade and Inter­ 
state commerce) so that no Presi 
dent could make them vehicles for 
administration 
policy. Safeguards 
against presidential control will un 
doubted!)- be written into the law. 
• 
« 
• 


Suppression 
One other thing the President 
will not get is a central inform a­ 
tion bureau to "correlate” and ''co­ 
ordinate" the Information bureaus 
of the various government depart- 
menfa. 
Newsmen 
here generally 
fear the suggestion as another en 
croachment on their news-gathering 
rights. 
News gathering here bas always 
been more or less of a game, 
in 
which both sides, the government 
and the press, are bound by un­ 
written rules of fairness. Govern­ 
ment officials try to suppress all 
information 
detrim ental to thern- 
sehes or their causes. The press 
expects that. Newsmen seek not 
onl\ the blurbs which the officials 
band out. but the other side of the 
story. Officials who are big enough 
should expect that. 


'Ota* to ted, Jota. *'• tax p*M Ifcbmta!' 


The machinery instituted by the 
recently enlarged press agent s js 
fem had the effect 
of t rem o\fng 
news 
gatherers 
further 
from 
sources of government news, except 
those officially selected. It was only 
insignificantly 
effective 
in 
that 
purpose. 
Officials are still com 
plaining daily about unauthorized 
news which they consider 
to 
be 
erroneous 
or 
unfair, 
but 
which 
seems mainly to be objectionable 
for their purposes. 
They say the new central dlvi­ 
sion of information 
is 
merely 
a 
further Insignificant routine step 
to promote efficiency, but any pub­ 
licity authority knows that, in the 
banda of the right man. it might 
furnish the needed control to make 
the publicity system completely ef­ 
fective. 
• 
* 
• 


W illingness 
Not all congressmen 
take the 
majority view outlined above 
Possibly 25 percent seem to feel 
that congress will never compose 
a satisfactory government reorgani­ 
zation of its own 
and 
that 
the 
President must do it. if it is to be 
done. They are not much outraged 
about decreasing their own power 
and increasing that of the head of 
an increasingly strong federal gov. 
eminent. They are willing to let 
the President take the power—and 
the responsibility. 
(Copyright, tS37. by Paul Ration I 


OBSERVATIONS 
Ny ---- 
• ROBERT QU ILLS* 


lA PA N'S motive in Cbine is noble, 
J as usual. She is “insuring the 
peace of the O rient.” 


Tits English are funny. 
They 
look up to a man because of his 
birth when he hasn’t a single mil­ 
lion to his name. 


It isn't beauty alone that makes 
a girl seem desirable. 
Being 
a 
beauty makes her act independent 
and bard to get. 


Americans are running true to 
form. 
They are shocked by di­ 
vorce if it is far away ami none 
of their business. 


The boe* of the family is the 
one who says to a servant- “Never 
mind what you were told to do; do 
as I tell you.” 


Note to the ladies; You don’t 
see anybody giving up an empire 
for a gal with plucked eyebrows. 


If you wish to make money, learn 
the trade. 
The sm artest of men 
can’t catch fish unleea he goes 
where the fish are. 


Any silly girl can ‘ win” a m ar­ 
ried mail. The Job that takes class 
is that of keeping him won for a 
Mfe-tlroe. 


AMERICANISM 
Refining food 
to make it pretty; buying rmdioine 
to get the essentials removed from 
food. 


It may ba heresy, but our idea 
of a wasted life is one spent study­ 
ing distant stars that mav not be 
there. 


If you hevo any pity for a man 
on the spot, eave It for the one 
finally bally booed as 
“the 
new 
Brisbane.” 


Life ie nicer for 
modern kids. 
When they seem a little below par, 
they won't get dosed for worms. 


Nothing is sure about the new 
year except thai it will bring an 
epidemic ct picture magazines like 
Ufa. 


New York 
Notes 


By O. O. McIntyre 


a - EW YORK. Jan. 14.—Radio ie 
* 
credited with killing off the old 
time quartet. 
Turn alm ost any 
dial and one may get close har­ 
mony by experts that makes the 
am ateurs seem very corny. 
And 
a crack radio quartet is able to ask 
almost any figure and get it. 
But the barbershop harmonisie 
are not altogether for the collec­ 
tors. 
of 
obsolescent 
Americana. 
The chords still strike cheer in un­ 
suspected places 
The Lambs. 
The Players aa well as the sedate 
Union League can scare up a four­ 
some now and then worth cupping 
an ear to bear. 
Incidentally, 
the 
elder 
Rocke­ 
feller is said to be a devotee of 
the diversion and always tunes In 
on the radio. 
Another indication 
of the tug of the quartet is reveal­ 
ed at benefits when some vaude­ 
ville quartet 1b revived and fairly 
brings down the house. 
The Avon 
Comedy Four, for instance. 
In lower East Side barber shops 
and among 
sailors 
around 
Sea­ 
man's institute on South Street are 
still quartets. As of old, “Honey” 
is the prime favorite. 
And 
all 
lists include “Carry Me Back to 
Old Virginia” and, of course, that 
pippin for aspiring tenors, "Sweet 
Adeline.” 


Old Hat: 
On a book 
in 
the 
cloak room of a well known mid­ 
town club hangs forlornly a straw 
hat. The reason might well furn­ 
ish a writer of mystery tales a 
bangup plot. 
Did the owner dis­ 
appear 
and 
remain 
unaccounted 
for or absently walk out bare-head 
last summer, or what? 


W hich is rem indful of the w h ite 
satin 
lined 
Inverness 
cape 
m ys­ 
tery 
th at 
wagged tongues of an­ 
other generation along 
Broadw ay. 
In the cloak room of 
M u rra y ’s— 
where 
the 
dance 
floor 
revolved, 
rem em ber?— sn 
attendant 
found 
one dawn an Inverness. 
A il the 
crowds teem ed to 
have gone, 
so 
she peeked about and found every­ 
thing dark and deserted. 
Th e coat 
wee locked up safely. 
The atten d­ 
an t’s assistant would know about 
It the next day but she insisted she 
had never seen the garm ent. 
Th e 
doorm an, a careful observer, 
did 
not rem em ber adm itting anyone so 
habited. Th e w rap was kept more 
than a year and fin ally sold w ith 
the fu rnishings when M u rray gava 
up the ghost. 
Boo! 


In his swan song as editor of 
the Saturday Evening Post, George 
Horace lx>rimer pays high tribute 
to his new hand-raised editor, the 
youthful Wesley Stout. 
Lorimor 
spent 
14 
years 
grooming 
him. 
Stout is an alumnus of the Kan- 
sas City Star, which has turned 
out 
so 
many 
bang-up 
magazine 
writers and editors. 


You don't pay taxes on your “net” 
income. Your net income is the 
little dab the government leaves 
you. 


Correct 
this 
sentence. 
“This 
time,” said the official, “we ll sac­ 
rifice profits to avoid any risk of 
war.* 


In Billy Seeman’s little magazine 
published for his friends a nurse 
reveals 
Borne .simple 
tricks 
in 
whetting appetites of the invalid. 
Daintiness, more than food, is the 
piece d* resistance. 
A glass of 
milk may go untouched but sprink­ 
led lightly with nut m eg—et voila! 
A bright green garnish on two thin 
slices of bacon usually makes I' 
assuasive when not otherwise. And 
a flush red maraschino cherry top­ 
ping a dessert is invariably pro­ 
vocative. 
Wee portions with ex- 
per daintiness whip up lagging ap­ 
petites. 


W h a t A nthony Eden would pro­ 
bably call the th eatric al season s 
most 
“ostentatious o lid” was be­ 
stowed 
upon 
K ath arine 
C ornell, 
who again 
establishes 
herself ac 
the llg ltim ate 's No. 
I 
actress 
in 
her 
cu rren t 
play. 
The 
critical 
rave 
was 
unanimous. 
H er 
firs t 
night at the stately 
E m pire was 
something in the nature of a th ro w ­ 
back 
to 
the 
Maud 
Adams 
day. 
T h ere was less of a s h o w -o ffcy 
in the pews and more of the Sari* 
ous D ram a Lover type. 
Mise Cor* 
nell is about the only stage actress 
left 
who 
has 
not 
succumbed 
to 
H ollyw ood gold. 


Thingumabobs: 
The 
banker 
Charles 
E. 
Mitchell 
has 
moved 
from his private avenue mansion 
to an apartm ent in Hutton Place . . 
Jimmy 
Durant# carries a 
spare 
necktie on evenings out. in case he 
feels like a change . . . .lack Demp­ 
sey has 400 autographed celebrity 
pictures in his restaurant bar . . . 
David W ark Griffith is considered 
youngest 
looking 
of 
the 
esriy 
movie pioneers . . . . 


My sense of comedy is abysms!. 
A 
burlesque 
comic whanging a 
stooping fellow' fool over the sit 
spot rolls me in the aisle. The 
jeers have not improved my comic 
values. 
I am obsessed by an im­ 
pish urge to toss a banana skin in 
the path of a savant. 
Today I bad 
a magnificent moment when a re­ 
splendent 
gentleman 
debouching 
from a W aldorf revolving door trip­ 
ped into a running fall. And got 
up with both garters dragging. 
I 
thought I’d die. 
(Coerrieht. tea?, 
syae.t 


OHIO HISTORY 


m e Oalbrwlta Concetto* 


Joseph Foos. who in 1814-15 rep­ 
resented Franklin. Delaware and 
Madison counties in the state sen­ 
ate. Is said to be the man who sug­ 
gested the name for the capital of 
Ohio. 
He, ss floor leader for the move- 
ment to locate the state capital in 
Columbus, was a principal factor 
In securing favorable action on the 
proposition to establish the new 
capital on the high banks of the 
Scioto opposite the town of Frank­ 
linton. • 
A 
resolution 
adopted 
by 
the 
legislature said: 
"Resolved, that 
the town to be laid out at the high 
bank on the east side of the Scioto 
river, opposite the town of Frank­ 
linton, for the perm anent seat of 
government for this state shall be 
known and distinguished by the 
m s s of Odum bus." 
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SPORTSMEN TO REAR 
ANDRESS, SEE FILMS 


Conservationist Will Speak 


At Rally In T Tonight 


R. M. Leggett of Kent, member 
of the Ohio conservation commis- 
•ion, will be the principal speaker 
at a sportsmen’s rally sponsored by 
the Tri-State Casting club in the 
Y. M. C, A. banquet rooms at 7 to- 
Bight. 
Mr. Leggett has just completed 


Uldfj 
Cluficl&ntlt 


...w hen you can turn 
the months of waiting 
Into ease and comfort. 
Avoid u n n e c e ss a r y 
pain and after regrets 
fey p r ep a rin g you r 
body now for that dear 
baby's coming. A mas­ 
sage medium and skin 
lubricant, called Moth­ 
er's Friend, helps to) 
relieve an d p r e v e n t 
akin tightness., .abdominal tissue breaks 
...d ry sk in ...caked breasts...after de­ 
livery wrinkles. Mother 's Friend refreshes 
and tones the skin. tissues and muscles. 
It makes them supple, pliant and elastic. 
It Is scientific In composition—composed 
of especial oils and highly beneficial in­ 
gredients—externally applied—pure and 
safe. Quickly absorbed. Delightful to use. 
H ig h ly praised by users, many doctors 
■ r .d nurses. Time-tested for over 60 years, 
b u llio n s of bottles sold. Try It tonight. 
Just ask any druggist for Mother's Friend. 
Mothers Friend 
— lessen s the pain 


a tour of the state fish hatcheries 
and in addition to discussing his 
trip will outline 
recent 
develop­ 
ments in the field of fish and game 
preservation. 
The entertainment committee has 
arranged for a showing of four reels 
of motiorf picture film depicting 
fishing 
activities 
which 
should 
prove of interest to not only ang­ 
ling devotees, but the group as a 
whole. 
The pictures were taken in Brit­ 
ish Columbia, northern New Bruns­ 
wick and Ontario. 
The reels, en­ 
titled “Seeking Steelhead.” "Salmon 
Angling on the Restigancbe,” “Tig 
ers of the North” and “In Quest of 
the Bronzeback.” run the gamut of 
fishing lore. 
They contain highly 
entertaining shots of methods used 
in 
finding and 
landing 
various 
types of game fish as well as their 
personalities and habitat. 
The public is invited to attend the 
rally. 
There will be no admission 
charge. 


DEBATEONUTILITIES 


NEW PLAY AREAS 
BIGGEST RESULT 
OF CCG PROGRAM 


‘MYSTERIOUS MRS. A’ LEAVES FOR ENGLAND 


Work Of Carving Trails In 


Vast Timberlands Major 


Job In Northwest 


HAVENS ESTABLISHED 


Many Recreational Centers 


Now Available To Those 


Who Would Relax 


Mt. Union College Team Schedules 


University O f Pittsburgh 


Spacial Ta Tha Review. 
LISBON, Jan. 14.—A debate be­ 
tween Mt. Union college and the 
University of Pittsburgh on 
the 
subject “Resolved, That All Elec­ 
tric Utilities Should Be Owned and 
Operated By 
The 
Government.” 
will be a feature of the 
fourth 
meeting of the Rural forum at the 
American Legion home in Lisbon 
Monday night. 
Following the debate Prof. Karl 
Kettering, head of the English de­ 
partment of Mt. Union college, will 
lead a discussion on tho same sub­ 
ject 
A large attendance of both 
rural and urban people Is expected. 


TNE MATHEW DRUG CO. Will GIVE 
Sic WORTH OF “MOHAWK” TO 
PEOPLE PRESENTING THIS AD 


To introduce a grand old Indian m edicine and prove 
iia value for treating atomach. liver and g all bladder 
troubles we offer the fam ily ais* $1.00 bottle (2 week*' 
treatm ent) for 49 cents, We w ill refund full purchase 


price to every person who is not 
satisfied 
w ith 
it. 
W ithin a few houri this unusual 
m edicine 
w ill drive 


the excess poisons* right out of your body. 
Six doses 
w ill usually atop rheum atic and neuritis pains inarm s, 
back and leg s. 12 doses should 
reduce 
stiffn ess 
and 
sw ellin g; even one dose helps gas, bloating and indi­ 
gestion. A week s use should regulate your bow els and 
gall bladder. Try it. Sold In E ast 
Liverpool 
only 
by 
the Mathew Drug Co., 129 W. Nth St. 


By The United Press. 
SPOKANE. Wash., Jan. 14—Out 
in th® 
Northwest 
woods 
away 
from the busti® of modern com­ 
merce. Civilian Conservation work­ 
ers are converting wildernesses In­ 
to “fountains of life.” 
Woods that until recently were 
recreational centers for seasoned 
hunters and fishermen, art> n° w 
being opened up by the CCC to 
city dwellers who wish to getaway 
from “overcivilized” environments. 
CCC was established by President 
Roosevelt In 1933 to aid In conser­ 
vation work. 
With that goal in 
mind, roads and 
trails were built 
for easier access to forests in case 
of fire; towers and telephone lines 
were constructed for detection and 
reporting of fires before they gain­ 
ed headway, 
and water develop­ 
ments were encouraged for the ac­ 
tual work of fighting timber fires. 
Gradually the CCC work e x u d ­ 
ed. Anticipating that thousands of 
men, women and children wrould 
take advantage of the opening of 
forests, roads and trails, the corps 
built innumerable recreational cen­ 
ters. 
These areas varied in sire 
from hundreds of square mile* to a 
quarter-acre 
camp site. 
Ideal Forest Pictured 
Quoting from a booklet. “Recre­ 
ational Developments by the CCC 
in National and State Forests,” the 
“id»al forest recreational area is a 
carefully managed forest of prob­ 
ably a thousand acres, with no dead 
trees, nor impassable thickets of 
heavy underbrush. A lookout, tow­ 
er, with a telephone line to the 
ranger’s station overlooks the area. 
A stream flows through th© forest, 
and truck trails lead to the stream 
and to the lookout tower. 
“Beside the stream is a camp 


Mrs. Maud Robinson, who one® 
enjoyed the extravagant attentions 
of the Maharajah of Kashmir wheu 
he was known only aa the “Mys­ 
terious Mr. A” and who was a 
prominent figure in the subsequent 
$1,500,000 
blackmail 
scandal, 
la 


ready to go home to England after 
a visit with her husband, who is 
held in New Jersey on a swindling 
charge. 
Mrs. Robinson overstayed 
her leave as a visitor to the United 
States, but she was permitted to 
depart unpunished. 


WISCONSIN TEACHERS 
FIND FARM SECURITY 


Unemployment Fear Brings 


Happiness On Acreage 


By The United Pr*w. 
MAZOMANIE. 
Wls.—Two 
for­ 
mer women school teachers have 
found security and happiness on 
their 12 acre farm near here. 
Three years ago Helen Brand®- 
muehl. Madison, and Louise Par- 
man, Mazomanie. were thre.itened 
with unemployment in the teach­ 
ing profession. They pooled their 
resources to purchase a term and 
sufficient equipment. 
For thres years they have done 
all the farm work themselves. Miss 
Brandemuehl, a home 
economics 
teacher for four years, confines 
most a i her work to the kitchen, 
while Miss Parman. who was rear­ 
ed on a farm, does the chores. 
The 
farmerettes 
have 
three 
cows, two horse# and nine pigs. 
They grow the usual farm Crops 
and In 
addition 
vegetables 
and 
fruit which they sell fresh or can 
ned. 


D E E R IN V A D E S O H IO TO W N 
CONNEAUT. O.—A bewildered 
deer wandered down Main street. 
Frightened by an automobile, it 
dived through a show window and 
ran about in a store until chased 
out. Onlookers said It fled. 


NOW! 
IN FULL SWING! 


I 


B A S E M E N T 
WHITE 
SALE 


81x99 81x90 72x99 
MOHAWK 
SHEET 
Today’s Price $1.39 


$ 1 . 1 3 
These 
are 
the 
genuine 
with label—in individual 
box. Guaranteed first qual­ 
ity. 


Quest Towels ^ 
_ 
battel rayon 
Also embroidered 


d c 
Part Linen 
Dish Towels 


Mohawk 
42x36 Pillow T 
i i i l 
Cases 
till 8ize 
Mattres 
Covers 
94c 


52x52 — 7 Pieces 
Rayon Table 
CLOTH 
79c 
Cloth and 6 napkins to 
match. Assorted novelty 
colors. 


Ready To 
Hang Lace 
Curtains 
Reg. 79c 
Ruffled 
Curtains 


8 8 C 
59c 


Reg. 19c8ash 
Curtains 
PR. 


Ironing Board 
Pad A Cover 


29c Tuklsh 
| | | b a 
T owels 4 for 
T P / ® 


SALESM EN S A M P LE 
NECKWEAR 
REO. SI .OO 
REO. esc 
66c I 3J C 


A ll the latest novelties, collars, cuff sets, 
fronts, bows, etc. 


Mens Reg. $1.95 Dress Shirts $1.39 
Girls 25s School Stockings . . 19c 
Woolens to $2.98 Kid Gloves . 86c 
Woolens Reg. $1.29 Skirts . . 88c 


FRUIT OF THE LOOM 
Wash Frocks 
$1.09 


TU* 


Buy Now! The next 
shipment 
will 
cost 
considerable 
more. 
All 
are 
guaranteed 
new spring etylee. 


One Table $1.00 Silk Blouses . 88c 
Boys Sheep Lined Coats . . $2.98 
Boys Wool Knit Tonnes . . . 49c 
Boys Regular 69c Shirts . . ,59c 


MEN’8 REGULAR $1.00 
Dress Shirts 


A ll guaranteed fast 
colors. C ollar attach 
ed. W hite and fan 
el OO. No-W llt Collar*$1.00 


Woolens to $1.00 Fabric Gloves 44c 
Mens $1.95 Soiled Hats . . . 50c 
Mens Part Wool Coat Sweaters 94c 
Monkey Face Work Gloves . . 17c 


R EG U LA R $1.98 SILK 
B LO U S E S 
Those are manufac­ 
turers' 
close 
outs. 
Crepes, 
astint. 
A ll 
pure 
silk, 
latest 
styles. 
$1.59 
S i 


ground with running water piped 
to various places from a spring. 
A picnic site has fireplaces (tome 
under cover, rustic 
tables 
and 
benches, and a perking area for 
motorists. 
“Foot trails 
lead 
along 
the 
stream, with 
signs 
occasionally 
pointing 
the way to a beautiful 
vista. 
There is a boat wharf, and 
a bathing beach 
with 
a diving 
hoard. A rustic bulletin board dis­ 
plays fire regulations and game 
and fish laws. There are deer in 
the woods and plenty of fish in the 
stream. 
Rustic Lodges Built 
“Sometime* larger projects are 
carried out. 
Shelters 
are 
built 
a long foot trail and bridle paths. 
Lakes for recreational 
use have 
been created by building dams. 
Rustic lodges that will accommo­ 
date hundreds of persons have been 
constructed. 
Scenic 
automobile 
trails often require the bridging of 
canyons 
and 
the 
tunneling of 
cliffs.” 
With the influx of 
additional 
campers and potential sportsmen 
in the woods, contentation of wild 
life has become an important pro­ 
ject of CCC. Barren areas have 
been planted aith game food, and 
more frequent water holes are be­ 
ing developed. 
Waterfowl have been protected 
in suitable breeding places, and 
certain areas are dosed to hunt­ 
ers so that migratory tends tan 
stop for rest and food. 
CCC men, working under special­ 
ists, have planted 90 million young 
fish in forest streams. They have 
patrolled the waters 
to prevent 
illegal fishing, and 
have collected 
data bn habitat and food which will 
aid in fish culture. 


SODIUM SULFATE USED 
IN DUST EXPERIMENTS 


Deposits 
Spread On 
Roads Will 


Stabilise 
Highways 


Bf Th* I'm ted Pr**i 
GRAND FORKS. 
N. D —North 
Dakota School of Mines is seeking 
a “home m arket” 
for 
tho 
huge 
sodium sulfate deposits in Western 
South Dakota. 
Th® sodium sulfate Is used to 
stabilize dirt and gravel highways. 
In experimental 
projects 
at the 
school. A majority of North Dako­ 
ta’s roads ar# of dirt or gravel 
construction. 
A federal project under super 
vision of Dr. O. T. Zimmerman of 
the school, is centering attention 
of the problem of eliminating dust 
road bolls and reduction of wind 
and water erosion by application 
of sodium sulfate. 
In cooperation with the stale 
highway department, 
dirt, 
clay 
and gravel from all sections of th* 
state is being tested for adapts 
bility in construction of all-weather 
dirt and gravel highways. 


Church Officers Installed 
COLUMBIANA, Jan. 14. — The 
following officers have been in 
stalled at the 
Lutheran 
church 
here: 
Harry Yarian, elder, Leland 
Lipp, deacon; Harry W urster and 
Kermit Crouse, assistant deacons; 
C. O. Biddison, 
trustee; 
Ernest 
Werner, recording secretary; Roy 
Essenwein, financial secretary; W. 
W. Messeramitb, benevolence sec­ 
retary; 
L. 
R. 
Wilson, 
benevo­ 
lence treasurer; Henry StnJey, fi­ 
nancial treasurer; M n. 
Charles 
Essen wein, organist. 


Tan husky bearers were requir­ 
ed to bandle the coffin of Clare 
Jeoe, 700-pound negress, who died 
at Galveston, Tex. 
BACKACHE 


Flush Kidneys of W aste Matter, 
Poisons and Acid and Stop 
Getting Up Nights 


35 CENTS PR O VES IT 


When your 
Wldn.vs 
ere clogged 
end your bladder ie irritated and 
passage scanty 
and 
oftrn sm art* ; 
and 
burns 
you 
nerd 
Gold 
Medal ! 
H aarlem C apsules, a fine harm less 
stim ulant and diuretic that alw ays 
w orks and costa but IS cents s' 
any modern drug store. 
It s one good, safe w ay to pu* 
healthy activity Into kidneys 
and 
blgdder-a-you'll 
sleep 
sound 
the 
w hole night thru. But be sure and 
S 
et GOLD MEDAL — right from 
laarlem 
In 
H olland— you are a s­ 
sured of results. 
Other sym ptom s of w eak kidneys 
and irritated bladder arr backache, 
puffy eyes, leg cramp*, m oist palms, 
•—Adv. 
.... 
. 


T O JAIL FO R DO USING A U T O 
LOVELAND, Colo.—-Two men of 
Loveland were fined $5 and costs 
and sentenced to IO days in jail on 
traffic charges 
after 
they 
had 
thrown a bucketful of water on the 
car of a courtesy patrolman as they 
passed him on tho highway. 


A FARMER BOY 
A V E of the best known 
V-e medical men in the 
IT. & was the Isle Dr. R. 
V. Pierre ct Bulak*, N. 
Y.. who was bom on a 
farm in Pa. 
Dr. Pierce’# 
favorite Prescription has 
for nearly 70 years been 
helping women who have 
headache and backache as- 
soda ted with functional 
disturbances, and older women who experi­ 
ence heat flashes. By Increasing tha appetit! 
this tonic helps to upbuild the body. Bey of 
your druggist New rise. ut*.. 50c. liquid $1. 


WINEMAKERS REPORT 
BUSINESS VOLUME UP 


Unprecedented 
S a l e s 
Recorded 
For Holiday Season 


Dead at 102 
ST. .TOE. Ark.—Death recently 
took Mrs. Jane Harness, 102, who 
was born in Tennessee, but who 
has lived in Arkansas for 99 years. 


SANDUSKY—-Vintners 
in 
this 
center of wine-making are report­ 
ing an unprecedented volume of 
business. 
Leaders in the industry center­ 
ing here said that with the revival 
of wine-drinking has come a bet­ 
ter appreciation of the finer wines. 
Holway 
business 
was 
better 
than it ever had been, vintners said 
and more champagne was 
sold 
this year-end than ever before. 
Grapes used in the production 
of Sandusky wines are grown by 
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The only cough drop medicated I 
w ith th e throat-aoothlng ■ 
Ingredient* of Vicks VapoRub. | 
skilled vlneyardlsts on Lake Erie's 
islands and adjacent mainlands. 
J V i c k s C o u g h D r o p ] 


Chesterfields 
£ 4 A 
i 
Fifties, 200s 
9 I - f c 4! 
$1 *00 
A mmgf 
Hornick’* 
C 
C 
C 
Malted 
^ 9 ^ 9 
M ilk 
$1.00 Union 
C C * 
Leader Tobacco . v v v 
Rubbing 
Alcohol 
Pint 
W 
s t o p n n l l 0 Ll quickly 


t OUK C O U G H 
WITH 


R 
O 
J 
O 
M 
A 
75c Carter’s 
M P M * 
Little Liver 
P ills 


One dose w ill give you imme­ 
diate unmistakable relief. A few 
doses may stop your cough en­ 
tirely. Rojoma dissolve* mucus, 
aide expectoration, soothes Irri­ 
tated throat and aora chest. 


! & 
, * 
“ 
53‘ 
M ineral OII 


I 
I 
IR E Z N O R C 


1 ^ 4 . CUT RATE DRUGS k J 


| 
112 E A ST SIX T H S T R E E T 
| 


iiI DARED EM 


TO GUARANTEE MY 


1931 CAR WOULD 


START ALL WINTER! 


Cart that are "Hard Starter*” really 
thou) off the fast, sure-fire qualities of 
these Sob lo products. 


"I warned the Sohio man that my car is a Hard 
Starter and that it has given me plenty of grief* 
He just laughed and saids 'Mister* if you bring your 
car up to Standard on fuel* lubrication and battery* 
we guarantee that it will start every time—no matter 
how old it is.* By golly, it has started, tool” 


The gentlemen is correct. Our guarantee of winter 
starting is wide open to all comers, regardless of 
the age, model or appearance of their cars. All we 
do ask is that you use SOHIO’S winteregrade gaso­ 
line, motor oil and gear oil—also that you keep your 
battery up to the minimum safe reading. You buy 
nothing extra —pay no premiums to get Standard’s 
complete and iron-clad starting guarantee. 


Do these four things and you have shifted 
all winter starting worries to our shoulders. 
lf your motor should balk* you have only 
to call the garage and send us your 
starting-service bill. It’s as simple 
as that. Any Sohioan will prepare 
your Guarantee Starting Certificate. 


The STANDARD OIL CO* (Ohio) 


fa t* can up to& an^mam G 
GET GUMUNTEED STARTING 


■ u n l i t 
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ELDER TO GOHCLUOE 
U ST END MEETINGS 


Rev. E. L. Page Will Appear 


At Oakland Services 


Her. R. A- Kelly, the pallor, to- 
day said he would ask District Ei­ 
der E. L. R ife to conclude revival 
services the latter part 
of 
the 
month, which are now under way 
in the Oakland 
Free 
M»»hodHt 
church. East End. 
Rev. Albert F. Faust, a conter- 
•bc« evangelist and former pastor 
of the Holliday street edifice, who 
la preaching to capacity audiences, 
will occupy the pulpit every night, 
except Saturdays, until Rev. Page 
takes charge. The latter may con­ 
duct the meetings the last week 
of the month or he may appear on­ 
ly Sunday, Jan. 31, 
Rev. Kelly 
Mid. 
A 45-minute sod* 
and 
prayer 
service is conducted at the church 
each night. 
Preaching begins at 
7:45. The pastor bas been leading 
the preliminary services this w*ek, 
and many have responded to the 
altar call at the close 
of 
R**v. 
Faust’s sermons. 
Sunday s services 
will 
include 
Sunday school 
at 
9:45 
a. 
rn.; 
preaching at 10:45 a. rn.; young 
persons' meeting at 6:30 p. rn. and 
preaching at 7:45 p. rn. The revi­ 
val is one of the largest ever con- 
ducted at Oakland, Rev. Kelly said. 
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I 
CLUB 
| WASHINGTON 


presents tbs 
Show Of Shows 


★ 


GENE PATTON. 
| 
“Redheaded Bombshell” 
Latest Crsatlon La Fansta : 


DOT and DASH 
Sensational Dance Team 
prssentlng 
D A N C E H O U R S 
•tars of tho Picture 
“Melodrama” 


Held Over by Popular 
Demand 
BOB MARCHAND 
Your Favorite M. C. 


D A N C E ! 


Monday Nitc, Jan. 18 


R E T U R N E N G A G E M E N T 


Of tho Popular Favoritas 
Shively-Yates 
And Their Orchestra 


— 
-Featuring— — 
MIM “Jerry” Baker 
and Johnny Stone 
WI N L A N D 
AUDITORIU M 
40c Per Person Plus Tax 


(KZ3Kj DQu 
E 3 I 
NUW! 2 Big Features! 


e 
AND 


S 
a n s e i 
IKS'ii 


I DUNN 
COMINO SATURDAY! 


She Seat H a y af th* Taati 
Anderson'., 
riul boart 
. 
<1< in* i 
jjgM 


V V a S ? * 
BURGESS 
\ j S p T 
* > MEREDITH 
* 
MEREDITH 
.•»- .-MARGO 
rLUB dZIMU MIT! 
•■Week-End billionaire” 


News and Qossip of the Stage and Screen TOWNSHIP FARMERS’ 


MENACE OF ‘HOODED’jf,7m Industry Holds* 
---------------- i MEETINGS SCHEDULED 


CULTS IS EXPOSED IN On To Ace Comedians 


•LEGION OF TERROR 
S 
h 
ortage 
Appears 


Comedy Film Also On Double 


Bill At State Theater 


An expos* of th* racketeering 
and menace to American ideals and 
Institutions underlying the hooded, 
fly-by-nlght organisations that have 
infested sections of the country is 
made in “Legion of Terror"' on 
double bill at the State theater. 
Bruce Cabot, Marguerite Churchill 
and Crawford Weaver are In the 
starring roles. 
The other half of the program is 
a 
comedy 
play, 
"Come 
Closer, 
Folks," featuring James Dunn and 
Marian Marsh. It is one of those 
happy-go-lucky affairs made purely 
for entertainment purposes, 
and 
succeeds very well. 
“Legion of Terror" deals with two 
newly-appointed postal inspectors 
who set out to track down the send­ 
er of a time-bomb to a United 
Statee senator, and run across a 
hooded organisation that is terror 
king an American city. They meet 
a straight-forward 
young fellow 
who is loud in his condemnation of 
the legion, and his sister, who fears 
for his life. 
It is only after the young man 
meets death at the hands of the 
legion, and the girl and one of the 
postal inspectors are about to be 
disposed of in the same fasbion, 
that the organisation is apprehend­ 
ed. 
The film mounts grippingly to its 
final dramatic fade-out. The racket­ 
eering methods of the legion, its 
Insidious propagandising, (ta blood 
dripping ceremonies—are all graph­ 
ically depicted. Cabot does a fine 
job as one of the postal inspectors, 
and Miss Churchill, in a role that 
calls for genuine ability, acquits 
herself admirably. Weaver demon­ 
strates a definite personality and 
talent. 
James Dunn, in the starring role 
In "Come Closer, Folks,” dqes one 
of the best jobs of his carcer. Aa 
a fast-talking "pitchman,” he chal 
tors some of the moat hilarious 
lines In months. Marian Marsh per­ 
forms excellently ae a prim, small 
town girl who tingles with the slick 
“pitching.” Wynne Gibson’s 
per­ 
formance. too, is good to the last 
laugh. George 
McKay. 
Herman 
Bing and Gene Lockhart also con­ 
tribute generously to 
the 
meri- 
ment. 
The story concerns a "pitchman,” 
his girl friend, and his pet shill, or 
first-buyer, who try to "work” a 
small town. Everything ie floe until 
a young girl, managing her irres­ 
ponsible father’s department store, 
has the head "pitchman” arrested 
This gives him the idea of doing 
his high-pressure salesmanship on 
a broader scale, and he talks him­ 
self into a Job at the department 
store. 
Whet he does to th# store, and 
what the store does to him, makes 
for the choicest sort of comedy.-— 
W.L.W. 


SALINEVILLE 


About 75 members and guests 
attended a meeting of Friendship 
circle Tuesday night In th- Pres­ 
byterian church. Miss Ids Madison 
had charge of 
devotions. 
Mrs. 
George Haslett and Mrs. Lloyd Mc­ 
Clellan were In charge of the en­ 
tertainment. 
During the business 
session a blanket club was organ­ 
ised. 
Lunch was served by the 
hostess, assisted 
by 
Mr. 
Pearl 
Burns, Mrs. 
Dorothy Burns. Mrs. 
Ethel McPherson and Mrs. Flora 
Hanley. Men of the congregation 
were guests. 
Melvin Omen of 
Canlhon has 
concluded a visit here. 
Elmer Amstuts of Carrollton vis­ 
ited here Wednesday. 
Mrs. and Mrs. Walter Hazel and 
daughter Jeanette Ann of Weirton 
have concluded a visit with reb 
tiveg here. 
C. E. Heldon of Steubenville viF 
ited here Wednesday. 
A card party will he held Mon 
day night in the Knights of Co­ 
lumbus hail with Mrs. James Wood 
ward chairman. 


Horseshoe Meet At Cincy 
LONDON, O., Jan. 14.~ R. B 
Howard of London, chairman of 
the National A. A. U. horseshoe 
pitching committee, said today the 
national horseshoe tournament for 
amateurs mould he held this year 
in Cincinnati, details and dates to 
be decided later. 


By ROBBIN COONS 
Associated Press Writer 
rOLLYWOOD, Jan. 14—Ten 


COMING ATTRACTIONS 


IN THE THEATERS 


or 
I I IS years from now there may 
be a laughless screen, if local view 
era • with • delight 
are 
correct 
in 
t h e i r assump­ 
tions. 
T h e 
viewere- 
with-delight 
nat­ 
urally, are among 
t h e 
comedians 
w h o 
s u p p l y 
l a u g h s to the 
screens of today. 
Their delight In 
creases as produc­ 
ers begin to view 
w i t h 
a l a r m . 
Alarmed 
produc­ 
ers w e r e ever 
Martha Raye 
m o r e 
generous 
than complacent ones. 
Comediant Rank High 
Hollywood is beginning to won 
der where it is going to get new 
comedians in quantity, even In 
reasonable quantity. 
And as it 
wonders, It cherishes the more ar 
dently those It already has. 
Last year brought to the movie 
fold a number of comics, notably 
Bob Burns, Martha Raye, and danc­ 
ing Ray Bolger. 
But all of these 
came from the stage, directly or in­ 
directly, and that according to the 
argument—is very well for the 
present but means no answer for 
the future 
For Hollywood by its very suc­ 
cess in competition with the stage, 
and notably with vaudeville, has 
staunched the fountain from which 
in the past flowed its own embryo 
screen talent. 
And 
at home Hollywood 
has 
ceased bothering abbut Ila own old 
reliable source of comedy aupply 
—the two-reeler. 
The double fea­ 
ture practice obviated the custard 
pie and chase gems which served 
as prep school for the few comics 
mho did not arrive bearing a diplo­ 
ma from what Helen Hayes once 
called "our mother, the stage.” 
In place of those two-reelers have 
com# “shorts” most of which are 
barred to newcomers without some 
stage experience. 
W. C. Fields Dean 
Name over the comedians of to­ 
day and "stage experience" appears 
In nearly alt their biographies 
From Chaplin and Harold Lloyd, 
who grew up comically with the 
movies, to W. C. Fields the dean 
of them all, there la that back 
ground of life in a trunk. 
It was 
often precarious life that depended 
on its owner’s ability to wring guf­ 
fs wa from skeptical audiences. 
Now there is little or no vaude­ 
ville to feed the stage, and the 
stage in consequence can be ex­ 
pected to supply little or no nour­ 
ishment to the films. 
Radio as a comedy school? No, 
say tbs gleeful prophets of future 
gloom. Radio comedians as a rule, 
they insist, are fuony from scripts 
held In their hands. On the stage 
you have to be funny in person 
and leave your script in the wings. 


C E R A M IC 
With virgin forests of the north­ 
west ss its background and a feud 
between rival lumber companies as 
its theme, “God’s Country and the 
Woman,” plcturlzation in natural 
colors of the James Oliver Curwood 
novel of the same name, comes to 
the Ceramic theater Friday with 
George Brent and Beverly Roberts 
Id the stellar roles. 
Brent is at his vigorous and in­ 
gratiating best as Steve Ruset, a 
rich idler who achieves power in 
the big woods through conflict 
with his ruthless brother, and the 
influence of a courageous girl of 
the forest, Jo Barton, a role por­ 
trayed by Beverly Roberts. 
Brent and Miss Roberts are sup­ 
ported by Barton MacLane, Robert 
Barrat, Alan Hale, El Brended Bil­ 
ly Bevao. Joseph King and many 
other screen favorites. Several real 
lumberjacks take part in the pic­ 
turesque sequences. The thrilling 
drams and romance of the film is 
tempered by robust comedy in the 
mood of the story. 
“God's Country and the Wom­ 
an,” which was screened almost 
wholly in the big woods district, is 
an excellent representation of nat­ 
ural color photography. 
The story revolves about the 
fact that Brent has a brother, Rob­ 
ert Barrat, who, heads a lumber 
company and whose hatred is aim­ 
ed against Beverly Roberts who 
owns a rival company. He is engi­ 
neering a crooked deal which will 
make the girl pay unreasonable 
royalties for transporting supplies 
across 
his 
territory 
when 
the 
younger brother arrives on 
the 
■cene and 
plays 
hob 
with his 
plans. 
Brent upsets the deal, denounces 
his brother, and starts back to th* 
city. Barrat has hib shanghaied 
and brought 
back 
lo the woods 
with the Idea of forcing him to be­ 
come a lumberman. 


Conservation Program For 


1937 To Be Explained 


Sp«ciel To The R*ri«w. 
LISBON, Jan. 14.— The govern­ 
ment’s 1937 agricultural conserva­ 
tion 
program was explained 
to 
Center township farmers at a ses­ 
sion in the courthouse bere Wed* 
nseday night by members of the 
county committee who announced 
similar 
meetings 
will 
be 
beld 
throughout the county this month. 
Township committeemen will be 
elected at each session. More than 
130 farmers are participating In the 
program. 
Schedule of meetings 
follow*; 
Jan. 15—Butler, township house, 
8 p. rn. 
Jan. 
18—Franklin. 
Summitville 
school, 8 p. rn.: Middletown, Clark­ 
son Grange hall, 1:30 p. rn. 
Jan. 
19—Fairfield, 
Centralised 
school, 8 p. rn.; Unity, Grange hall, 
1:30 p. rn.: Yellow Creek, school 
bouse. 8 p. rn. 
Jan. 
2o—.madison, West Point 
Grange hall, 1:30 p. rn.; West. 
Greeley Grange hall, I p. rn. 
Jan. 21—Elkrun, township bouse. 
8 p. rn,.; Hanover, school house, 8 
p. rn.; Washington, Hlghlandtown 
Grange hall, 1:30 p. rn. 
Jan. 22—Knox. I^ake Placentia 
hall, I p. rn.: St. Clair, Calcutta 
town hall, 8 p. rn.; Wayne, Town­ 
ship Grange hall. 1:30 p. rn. 
Jan. 26—Perry, Memorial hall, 
1:30 p. rn. 
Jan. 27—Salem, Mt. Nebo garage 
Grange hall, 1:30 p. rn. 


ENROLLMENT REACHES 
1.790 IN WELLSVILLE 


1,273 
Registered 
In 
Grammar 
Grades, 517 In High School 


Enrollment 
In 
the 
Wellsville 
schools reached a total of 1.790 
during December. Superintendent 
of Schools S. E. Daw reported to- 
Then begins the terrific conflict day. 
Of this number. 1.273 were 
between 
the 
brothers 
and 
the 
strange romance with the beauti­ 
ful girl of the timberlands. 
“God'a Country and the Worn 
an” 
presents 
many 
spectacular 
scenes. Among these are a flight 
of a runaway log train plunging in­ 
to a gorge and forming a gigantic 
log jam and the dynamiting of the 
jam to aet free timber that must 
be at tidewater by a certain date. 


TRUSTEES AND CLERKS 
TO MEET WEDNESDAY 


Stats 
Assoclstlon 
Offielsls 
W ill 
Be Sptsksrs At Lisbon 


registered In the elementary school 
and 517 In the high school. 
The registration In the MacDon­ 
ald school was 785, in the Garfield 
school 376, and In the 
McKinley 
school 118. 
The average dally at­ 
tendance in the elementary schools 
was 1,167, and In the high school, 
492. 
The percentage 
of 
attend­ 
ance was 93. 
Theree were 15 eases of tardi­ 
ness in the high school and 40 to 
the elementary school. Teachers 
made SI visits to homes. 30 for 
elementary pupils and one for a 
high school student. 


STATE SCHOOL LEADER 


Spacial Ta The Review. 
LISBON. Jan. 14.—The annual 
meeting of the Columbiana County 
Association of Township Trustees 
and Clerks will be held at the 
American Legion Home here next 
Wednesday night. 
Guest speakers 
will 
be 
State 
President J. 
R. 
Thomas of Haysville and Judge 
Charles Baker of Painesville, sec- 
ret&ry-treasurer of the state associ­ 
ation. 
The group will elect officers fol­ 
lowing a dinner at 7 o’clock. 
^ 
0 0 1 1 8 1 / AT RA CT [IT I AIP 
The annual meeting of the 
state 
O r LA IS A l IVI L L I I IvU association will 
be held in Colura- 
—.... - • 
I bus Jan. 28-29. 
Rural And Village Boards, Teachers 
To Hold Session Jan. 26 


Special T® TH* Review. 
LISBON, Jan. 14.—County Super­ 
intendent of Schools W. E. Roberts 
announced today the annual meet­ 
ing of rural and village boards of 
education and teachers would be 
held at the New Waterford High 
school Jan. 26. 
A dinner will be 
served at 6:30 p. rn. 
State director of Education E. L. 
Bowshcr of Columbus will speak. 


KENSINGTON 


INSTITUTES PLANNED 


Mrs. Redfom Blamer, a patient 
In M ercy hospital. Canton, is im­ 
proving. 
Miss Marjorie Hawkn of Augus­ 
ta has concluded 
a 
visit at the 
home of Miss Margaret Locke. 
Miss Sarah Waugh has accepted 
a position in Canton. 
James Ewing is showing little 
improvement from a recent illness. 
Charles Weddell is 
visiting at 
ths home of his brother in Maple­ 
ton. 
Series 
Of 
Conferences 
During Next Week 
Slated 


Texas led all 
other 
states in 
AAA rental and benefit payments, 
receiving about ll percent of the 
national total. 


Special Ta Th* Review. 
LISBON. Jan. 14.—Farmer*’ In- J 
stitutes will be held in Columbiana ' 
county next week as follows: 
Weal township—Bayard 
grange 
hall. Monday and Tuesday. 
Salem—Memorial hall, Wednes 
day and Thursday. 
Fairfield — Centralized school, j 
Friday and Saturday. 
Miss Carrie Wilson of Sunbury, i 
O , and H. K. Stout o f Holmesbury, 
O.. will he the state speakers. This 
w ill be the last series o f Institutes I 
In the county this winter. 
I 


STAR THEATRE 
M U L B E R R Y ST. 
EA ST ENO 


LA ST DAY! 
“Beyond Bengal” 


also 
“Fighting Coward” 


Starring 
Ray Walker— William 
Farnum— Mathtw Beta 


Evenings 7:00 9:00 
Adm. Child. 10e Adult 15c 


S M A L L E R F A M IL IE S FORECAST 
STATE COLLEGE, Pa.—America 
may look forward to a time when 
a large 
percentage of married 
couples will have no children or 
only one, according to Dr. Meyer 
F. Nimkoff, professor of sociology 
at Bucknell university. 


TODAY! 
FRI. ,A 
8AT. 


««v max * 


S T A R T S SU N D A Y ------ 
2— BIG PICTURES— 2 


‘M IN D YO U R OW N B U S IN E S S ' 
With 
Chat. Rugglea 
Alice Brady 
F E A T U R E NO. 2 -------- 
“W HITE LEGION” 
’ With 
Ian Keith 
Tale Birell 


SMITHS FERRY 


Mrs. Dorothy Clendenning and 
sons of Vanport spent Tuesday at 
the home of Mrs. Clifford Black- 
more. 
Mr. 
and Mrs. T. E. Troup and 


sou Thomas were Sunday guests home of Mr. and Mrs. James KeJ- 
_ u aL . U ^ _ — 
- g M.. 
* H J l f a , 
D r . l n h 
l e e 
n f 
C ♦ exit Tan vs v il li. 
at the home of Mr. and Mrs. Ralph 
Barnes of Beaver. 
Erie Simon! visited in Pittoburgh 
Saturday. 
Mrs. 
Pe&rle 
McKay and 
son 
Ross Putnam are visiting at the 


l*r of Steubenville. 
Mrs. Cora Creese is visiting at 
the home of friends in Chester. 


Want 
to sell your 
place a Want Ad. 
automobile 


Last Day! 
I 
K A N E RICH M O N D In "S IL E N T CO D E” 
C H A R L E S F A R R E L L “F IG H TIN G Y O U T H ” 


2 DAYS ONLY — STARTING FRIDAY 


P O S IT IV E L Y F IR 8 T RUN 


“BRAND 
OF OUTLAWS” 


FIRST RUN NO. t 
Eddie Nugent 
Maxine Doyle 
IN 
Peter 8. Kyne’s 
“Rio Grande 
Romance1 ’ 


With 
L U C IL L E LUND 
A D D ED PLEASU RES*— 
I 
B U C K JO N ES NO. 6 
A| 
“PH A N TO M R ID E R ” 
J 
“TW O LA ZY CRO W S” 
* Amateur Show 
4k ! 6 C A SH TO W IN N E R S « 


S O B O 


HERCHER 


EAST LIVERPOOL 
Cor. Sixth and Dresden Ave. 
Phone 298 


C H E S T E R 
Cor Third Street and 
Carolina Ave. 
Phone 369 


ONE POUND 
BETTY ZANE 
CHOCOLATES 
39c 


W I N T E R B E A U T Y AIDS? 


GARDEN COURT 
POWDER 
AND CREAMS 
3 9 c 


F O R C U T S A N D B R U I S E S 


BANDAGES 
TAPE 
IODINE 
MERCUROCHROME 
BAND AIDS 
COTTON BANDAGES 
STEAREL GAUZE 


FOR A C H E S A N D P A I N S 


ASPIRIN TABS 


50’» 


I Off* 


2 3 


3 
* 
c 


FOR S K I N P R O T E C T I O N 


50c 
CAMPHOR ICE 
LOTION 
39c 


T O N I C S - B U I L D E RS 


NYAL 
TONIC 
89< 


A N T ISE P T IC S YOU NEED 


$1.00 Pepaodent A ntileptic............................. 79c 
I Pint A n tise p tic............................................... 39c 
I Pint Boraline.......................................................39c 
75c Listerine........................................................... 59c 
Pint Squibbs Antiseptic ................................... 49c 


FOR COUGHS AND COLDS 


30c Hills Q uinine.................................................. 24c 
35c Groves Q uinine..............................................24c 
75c Vicks S a lv e.....................................................59c 
50c Herche’s Nose D rops.................................... 39c 
75c Creo Cod Cough Syrup................................68c 


S I C K R O O M S U P P L I E S 


Fexer Thermometers............................89c to $1.50 
Insulin Syringes................................................ $1.00 
Hot Water Bottles ............................................ 69c 
Lysol, Large S iz e ...................................................89c 
Fountain Syringes ................. 
69c 


A Registered Pharmacist is 
Always 
in 
C h a r g e 
at 


Herche’s — assuring you of 


quick, accurate and depend­ 
able prescription service at 


all times. 


(DEPENDABLE 
LAXATIVES 


IOO Alophen P ills................. ...............................49c I 
Mineral Oil, P in t.......... ...... ...............................49c I 
IOO Veracolatei .................. ............................. 89c I 
Mineral Oil & Agar ............. 
D E N T A L 
N E E D S 
I Nydenta Tooth Paste, Pocket Knife BOTH 59c I 
Pepsodent Tooth Powder ... 
Colgates Tooth P aste.......... 
Squibbs Dental Cream ...... ................... 19c 
33c I 


C R E A M S A N D 
L O T IO N S 


Jergens Lotion ........................................ 39c—79c 
Cot moline Lotion.................................................. 39c 
Ponds Creams............................................ 23c—39c 
Italian B alm ...............................................29c— 49c 
Ifs Safe To Save At Herche’s 


01=301 
[0E5J0E5S5S30EH0ETS01 
10E30 


d r e s s e s 
$3.95 and $6.95 VALUES 


Th set Dresses W ill Sell On Sight! 
Hun­ 
dreds to Choose From. 
Be prepared for a 
Surprise at the Quality and Styling of These 
Dresses. 


LE A RZI NC 


WONDERFUL VALUES IN SMART NEW STYLES, PLUS QUALITY 


and 
$ 


LARGE WOMEN’S 


AND HALF SIZES DRESSES 


Dreeeee that 
Slenderize 
end Flatter! 
Sizes 16' * 
to 24j— 38 to 62. 
Ordinar­ 
ily priced 64.95 to 66.95 
CERAMIC DRESS SHOP 


LITTLE BLDG. 
FASHION CENTER. 
ON THE DIAMOND 
[0ls=S=a6BOB=saocaoESS=aoBiOESS==aoBaoE=saoBaioi 
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o 
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COUNTY SUPPORT 
• t o SET PACE OF 
WELFARE WORK 


State Director Warns Ohio 


Public Assistance Will 


Need Adequate Aid 


THREE-WAY PROPOSAL 


Subdivisions Formerly Paid 


Entire Cost Of Relief 


For Needy, Sightless 


By Th* United Pre**. 
COLUM BUS, Jan. 14.—Tea meas­ 
ure of success which can be attain­ 
ed during 1937 in the programs de­ 
signed to aid Ohio’s dependent chil­ 
dren and the blind under the social 
security act will depend largely on 
the amount of participation in the 
program by the state’s 88 counties. 
This assertion was made by H. J. 
Robison, chief of the division of pub­ 
lic assistance, who said that since 
• 


the advent of 
the social security 
program in the state, the counties 
were backed by more financial as­ 
sistance than ever before in their 


RESEMBLES PRESIDENT 


Somewhere— 
Someone 


In Cast Liverpool 


Hee A Birthday TODAY 


Remember them with a 


G ift of W IN E from 


8andyf» Wine Shoppe 


Imported Sweet Tokay 


Imported Dry Tokay 


Roma Tokay 


Beaulieu Vineyard Tokay 


Taylor’s White Tokay 


E. A K. TO KA Y 
. 


Italian Swiss Colony Tokay 


Champlain Tokay 


Sandy’s Tokay 


Bucks Tokay 


Harold C. Blaney, Swampscott, 
Mass., cafe man, has been told 
so often he looks like President 
Roosevelt he is beginning to be­ 
lieve It himself. Here 
he is in 
what he considers 
a 
typical 
Roosevelt pose. 


programs to aid dependent children 
and the sightless. 
When the social security act be­ 
came operative in Ohio, state and 
federal funds were made available 
to supplement^ county funds in the 
ald programs. 


Counties Carried Cost 


Previously, 
the 
counties 
were 
forced to carry the entire cost of 
assistance 
rendered to dependent 
children ‘(formerly mothers’ pen­ 
sions) and the blind. 
“ However, writh 
the 
arrival of 
state and federal funds, there has 
been 
a 
tendency on the part of 
some county • officials to appropri­ 
ate less in county funds for this 
work 
than 
before,’’ Robison said. 
“ Such a trend will greatly jeopard­ 
ize the hoped-for results of the pub­ 
lic assistance program during the 
year. 
“ Our program 
is 
a 
three-way 
sharing proposition 
between 
the 
(county, state and 
federal govern­ 
ments, and if the proper grants in­ 
tended by law are to be given re­ 
cipients under our programs, it is 
essential that the counties take the 
initiative in the work by allowing 
for 
adequate 
appropriations," he 
added. 


Reduce Direct Relief 


He also pointed out that with as 
sistance under the Social Security 
Act being administered on a basis 
of need, it would benefit the coun­ 
ties financially to provide sufficient 
sums inasmuch as it would tend to 
cut their direct relief costs. 
In the program to dependent chil­ 
dren, the federal government con­ 
tributes one-third of the total pro­ 
gram cost while 
In 
direct relief 
operations, the state and counties 
must bear the entire burden of ex­ 
penses. 
“ It Is to the advantage 
of 
the 
counties to allow reasonable sums 
in this type of work since for every 
dollar they put into this program. 
they get 
practically double 
the 
amount hack from state and federal 
sources,'* 
the division chief said. 
“ Unless adequate appropriations are 
made, the dependent children and 
blind persons will be little better 
off than they were before.” 


Kentucky la named for an Indian 
word, en-tah-teh, meaning “ Land of) 
Tomorrow.’’ 
NOXZEMA PROVES 
WONDER CREAM! 


CITY-WIDE CHECK-UP UNCOVERS 39 DIFFERENT USES 
FOR FAMOUS MEDICATED CREAMI FINDS HUNDREDS 
OF DOCTORS ACTUALLY USE IT THEMSELVES 


r a t P IM fliS —Thou- 
fluids use N ouetni ss 
*n nd to relim n* sad 
quickly beshell irs sn, 
skin eruptions. 


J 


14,000.000 JARS USED YEARLY 
TRY NOXZEMA ON SPECIAL OFFER 


UST th in k ! Two out of three homes in a 
city using Noxaema! Mea and women— 
rich tad poor—doctors sad Dunes! 
House-to-house surveys in leading cities 
give the answer—Noxzema is used so exten­ 
sively—people like it so much—because this 
dainty, snow-white, greaseless cream con­ 
tains na/ indication (12 different kinds) and 
because Noxzema is so wonderfully soothing 
and helps so much in restoring ugly, irritated 
skin to normal healthy condition. If your skin 
troubles you — if you suffer from any skin 
irritation from external causes —try Nox­ 
zema and see why 
millions consider it 
a ‘'Wonder Cream." 


FOR PAINLESS SHAVES 
Surrey also indictees thai thou- 
Mndj of men with wiry beard) 
and tender ikint are nam* No* 
itmtjpKu/Jj fnfartd ftrihmi imf . 
NOXZEMA PO R SHAVING 
help* protect akin, softens beard 
— makes shaving easy. painless — 
and leaves your face cool, re­ 
freshed. free from raw, smarting 
raaot irritation. 


IAK TRIAL TUBE 
Follow the esampie of 
thousands of men and 
tee for yourself what a 
difference Noxzema For 
Shavmc nukes. You U m u 
hardly fed the razor as it fi de* 
across your face! And after shiv- 
tot your face w ill feel gloriously 
cool and rehashed. Get a I Oc trial 
tube from your druggist today! 


S A V E 2 6 * 
I 
SPECIAL! 754 JAR I 
R A O A i l ! V 
I 
I 
p tkj* «*»»*>«» aa a reminder to 
r U I I U H L I W 
H 
I get your Urge 75* mu of N o a tsu 
TakeadvaacageofNoaema’a I for only 49t; Offer for hunted tune I 
Anniversary Offer— a Urge | 
~ 
759 tar for only 499. Limited J 
time ooly. Save 26*. Clip | 
coupon—get your tar bota I 
the near eat (tore tmdo] I 


only. On aals ar 


‘ a n y 
s t o r e 


LIST ED 
BELO W 


I 


P eo p les N ervier D ru g S tate 
H ereken I)run Store 
A nderson's D ru g Store 
F ortln er'a D r a g Store 


M atth ew s C at H ate Store 
W el.au ghlln's P h a m n e y . Worth Side 
H ereh es D rug S tore In C hester 
M cL augh lin's P h a rm a cy , W e llsv ille j 


DEEP-CUT PRICES 
THURSDAY 
FRIDAY 
AND 
SATURDAY 
I CIGAR SPECIALS 11 
Prescriptions 
Accurately Compounded 11 CANDY SPECIALS! 


BUGH#* % 


Whoopee 
CIGARS 
7 (or tic 
69c 
BOX OF 
B O ___ 


Made by hand from 
s e i n e ted, 
mellow. 
ripe tobacco. 


All 5c 
TOBACCOS 


3 /or-12c 


Bugler, Bull Durham, Kite, 


Buffalo, 1760, Dukes Mixture. 


etc., etc. 


Sc Confirmo 
CIGARS 
2 for 5c 


ofSO $1.09 


Made 
from 
imported 
Havana. 
They smoke 
mild and sweet. 


WIND LIGHTERS..........................10c 
MEADOW BROOK P IP E S ................37c 


GLARK’8 
Betterscotch 
Caramels 


Delicious Butter 
Flavored Caramels 
13c—2 Lbs. for 25c 


t r y f, 
*| 
! V . ; rr f ^I 


* 
* t 
h 
i i f r t r j l 


CHOC. COV. 


CARAMELS 


Fresh Chewy 
Caramels with 
dark chocolate 
Coating 


Chocolate Covered 


PEPPERMINT 


PATTIES 


Fresh, Creamy 
p e p e r rn inta 
covered 
with 
chocolate. 


Pound 


I 
CORNER 
I 
_ 
5th and Market Sts. I 
ASSORTED 
CHOCOLATES 


DEEP CUT PRICES 


ON 
Drugs and Toiletries 


jwintalTteaMrtie^l 


35c VICKS 
OAg* 
S A L V E .............................................lf 
CAMPHORATED OIL 
I O f* 
3 O UNCES.............................. I O C 
6°c 
A Q r 
ALKA SELTZER .................... 
35c 
2 7 c 
MU8TEROLE.......................... «■ I lf 
$1.00 
O Q a 
THOMPSONS EPHEDRINE . . . . O J I f 
60c VICKS 
O I a 
NOSE DROPS ....................... G I W 
75c GRAHAMS 
A Q l* 
ANALGESIC BA LM ................. H G V 
50c PEPSODENT 
Q Q * 
ANTISEPTIC .......................... J J l f 
$1.25 A SSO REI NE 
JUNIOR ................................. I X IV 
2 7 c 
TONSIL1NE ............................ fa I $f 


| FACE CREAMS | 


35c PONDS 
O K n 
CREAM .................................. G O U 
$1.00 INSPIRATION 
7 Q |% 
TISSUE CREAM .................... I W U 
50c MILKWEED 
3 Q f* 
CREAM .................................. W W lf 
50c WOODBURY 
0 7 f% 
CREAMS .................................Bi I lf 
MAX FACTOR 
B t A A 
CLEANSING CREAM ........ G I » U U 
ELMO.TISSUE 
* 4 
4 A 
C REA M ..............................G I* IU 
$1.00 AYERS 
O K # * 
LUXURIA CREAM ................. O w l# 
60c PHILLIPS 
07 # % 
MAGNESIA CREAM S.............. Q I U 


COL LIVER OILS | 


$1.00 SQUIBBS 
7 Q |% 
CODLIVER O IL ........................ ■ W U 
$1.25 THOMPSON S 
OO#* 
COD LIVER OIL .................... w O U 
$1.20 FATHER 
7 C f% 
JOHNS .................................. ■ W U 
$1.20 SCOTTS 
Q Q f t 
EMULSION FORTIFIED 
O O O 
$1.00 UPJOHNS 
7Q#% 
SUPER D ............................... I W U 
$1.25 THOMPSON’S 
A Q - 
HALIBUT OIL C A P S .............. O w U 
$1.00 SQUIBBS 
7 Q f% 
ADEX T A B LET S.................... I W U 
$1.00 PARKE DAVIS HAUVER 7 0 ^ 
OIL AND VIOSTEROL ........... I W U 
75c SQUIBBS 
CQff% 
NAVITOL CAPSULES ........... W W U 


I FOR THE HAIR I 


m m im w rnm m m m m m m 
50e 
Q Q a 
VITALIS ................................. W W U 


LA MODERNE ....................... 4 9 C 
LOVALON 
2 C r 
HAIR R IN S E ............................ G O G 


DANDERINE.......................... 7 9 C 


K O R S A K 
................ 5 1 . 0 9 
60c DRENE 
A A - 
SHAMPOO .............................. W W U 
25c PALMOLIVE 
O O m 
SHAMPOO ............................. faW U 
50c Lucky Tiger 
O O Sh 
HAIR TO NIC............................ W W U 
50c PACKERS 
A i . 
SHAMPOO .............................. 0 4 0 


KITCHEN 
PARING KNIVES 


You will be surprised 
at the quality of these 
knives 


Thee# paring knives are of an excel­ 
lent quality. 
Thay Hava stainless 


steal blades and catalin Handles of 
red or green. 


$1.50 
7HEERIO 
ALARM 
CLOCKS 
98c 


Made by Ingraham 


FOUNTAIN S P E C I A L 
HOT F U D G E 
W H I P 
S U N D A E 


THURSDAY, 
FRIDAY, 
SATURDAY .. 


A Delirious Treat Made With Two Large 
Scoops of Your Favorite Ice Cream— 
Covered with lots of Hot Fudge and top­ 
ped with fresh whipped Cream. 


ADJUSTABLE 
D E S K L A M P S 


Aluminum 
FRENCH 
FRYERS 
59c 


With 
wire drain— 
these fryers are full 
2 Quart size. 


Laundry 


Soap 


3 - lie 


IN HANDSOME 
M OTTLED FINISH 


The goose-neck 
•tend throws light 
where needed most 


A useful Lamp for library, den, and stu- 
dants room. 
The Heavy cast base Has 


spaces for pens, pencils, pins a n d paper 
clips. . Brown finish, mottled In gold. 


Double 
Elec. Sandwich 
TOASTERS 
98c 


A 
well 
made 
nickle- 
plated double electric 
grill. 
WHI toast tao 
double deck sandwich 
es at once. 


LONG 
HARD RUBBER 
COMBS 
9c 


Good grade, strong and 
durable combs. 
Have 
both fine and coarse 
teeth. 


■ 
CL 
II!U| 


Bottle of 100 
Hinklee 
Pille 
............ 8c 


Pint Bottle 
Rubbing 
A lco h o l........i£ 


Bottle of 
Aspirin 
Tablets 


1 IOO 7c 


2 QUART CAPACITY 
HOT WATER BOTTLE or 
FOUNTAIN SYRINGE 


each 


F u ll standard 2 -q u a rt ca­ 
pacity . . . made fro m High 
qquality rubber that will 
give perfect service. Comes 
complete with all attach­ 
ments. 
3 Days Only 


ALL METAL 
KITCHEN 
SCALES 
98c 


Weighs up to 24 lbs. 


Reinforced 


W W M W W W M W A 
-M 
i l l ! 
% y/. 


Collapsible 
CARD 
TABLES 


These tables are stur­ 
dily constructed, when 
not in use the legs fold 
under . . taking up a 
minimum 
of 
space. 
Have 
washable 
tops 
and rounded corners. 
Come HI ay k, Red or 
Green. 


f 


RUBBER 


SHEETING 


24x36 Inch 
17c 


Good grade rubber with 
metal eyelet* in 
each 
corner. 


TURKISH 
TOWELS 
20x40 Inches 
29c 


4 for $1.00 


Bi,, 
thick, 
bight, 
absorbent towels 


Tho Favorite af Mavin Storm 
LUX SOAP 
3 for 17c 


Tnt t i T i i l t i 
Ben* 
(M r 
kMp* 
wr an* mmm*. 
Mo*. • ■ e tem 
•tut 
(bt* 
tnt*. 
tn t t rn rn I. hmm 
lith*int Mb* 
*UIX*| 
I Totter SOAP 
.2*2- 


Fvr Tough St ar dm. . 
LIFEBUOY 
SHAVING 
CREAM 
Ut 
Tuba... 
It* 4owfate t e m tetter 
eoottee, 
preteen, 
s a d 
lubricate* Ste akia. 


For Finn Umdnrthingn . • • 
LUX 
Flakes 
M 70c 
mn 216______ 


LIFEBUOY 
HEALTH SOAP 
3 for 17c 


Snap tie* from 
'TO .''.. . kmao 
TVOt tem IOT*!* 
With US* teak 
anality, “alban” 


IRONING 
CORD SETS 
19€ 


Good quality material 
plug and socket. 
Full 
length cord. 


LATEX 
RUBBER 
GLOVES 
9 c <x,i> 


Good grads thin latex 
rubber gloves. 
Tough 
and durable. 


lh. 


DEEP CUT PRICES 
ON 
Drugs and Toiletries 


|_ F 0 R COLDS 
| 


o t i c 
H 
I L L S L 
m 
o G 
m 
i - . m 
' 


Q 
U I N I N E 
.................................................................... 
J A Q 


5 U C G 
h A 
H 
A M S 


C O L D C 
A 
P 
S 
U 
L 
E 
S 
........................... 
^ 
J 
t ) C 


3 0 c 
G R O V E S 
’ 
“ 
. 


L . 
B . Q U I N I N E 
.................................. 
f a 
4 
C 


M 
L 
B 
U 
H 
N 
T 


C O L U C 
A 
P 
S 
U 
L E 
E 
S 
i 
i 
J 
C 
4 W 
A Y 
* 


C O L D 
T A B L E T S 
.................................. 
f 
J Q 


2 5 c C A S C O 
* * ! 
' 


Q 
U 
I N I N E 
T A B L E T S 
. . . . 
I S 
C 


C 
I N C H O 
T O 
N E 
* 
* ’ 


C O L D T A B 
L E T S 
.............................. 
f 
c 
i l C 


5 0 c 
Z E R B S T 
' 


C O L D 
T A B 
L E T S 
....................... 
4 
2 
C 


2 5 c 
D 
E W 
I T S 
....................... 


C O L D T 
A 
B 
L 
E 
T 
S 
I 9 
C 


2 5 c 6 6 6 
................... 
* 


C O L D T 
A 
B 
L E T S 
| 0 
Q 


tooth pastes 


‘HfCrfc.f'gUutelV I 


T O 
O 
T H 
P 
A 
S 
T 
E 
.......................................... 
3 
3 
C 


3 0 c 
I O D E N T 
“ 


t o 
o 
t h 
p 
a 
s 
t 
e 
3 
3 
c 


S O C 
G 
R 
A H 
A M 
S 
M 
A G N E S I A 
* * Z T l 


t 
o 
o 
t 
h 
p 
a 
s 
t 
e 
Z 
d 
c 


L A R G E 
S Q U I B B S 
.......................TmTx 


t 
o 
o 
t 
h 
p 
a 
s 
t 
e 
3 
3 
c 


5 0 c 
D E N T O 
X 
...................... ” 
* 


T O 
O 
T H 
P 
A 
S 
T 
E 
Z 
9 
C 


4 0 c 
B O S T 
..............................! ! 


T O 
O 
T H 
P 
A 
S 
T 
E 
3 
> 
C 


5 0 c 
( P A N A 
...................... J 
a 
r 


T O 
O 
T H 
P 
A 
S 
T 
E 
.............................. 
3 
3 
C 


2 5 c 
D R . 
W 
E S T 
* * 4 


T O 
O 
T H 
P 
A 
S 
T 
E 
..................................... 
I 
I C 


4 0 c 
L A 
L A B I N E 
............... 


I HEALTH TONICS | 


$ 
1 . 0 0 
W 
A 
M 
P 
O 
L 
E 
S 
^ 
^ 
^ 
^ 
^ 
" 
^ 
5 ^ 
“ 


P R E P A R A T I O 
N 
........................... 
7 
9 
C 


$ 1 . 2 5 
8 . 
8 . 
S . 
................ 
* 


T O N I C 
.......................................................................... 
H 
H 
C 


$ 1 . 2 5 G 
R 
A H 
A M 
S 
- 
I 


E M 
U L S I O 
N 
......................................... 
H 
B 
C 


$ 1 . 0 0 
M 
I L E S 
“ 


N 
E R V I N E 
............................................................ 
O 
w 
C 


$ 1 . 3 5 
P I N 
K H 
A M 
S 
” 
* 


V E G 
E T A B L E 
C O M 
P O U N D 
. . 
O 
l 
C 


N 
U 
T R 
A V E N 
m o 
" 


T O N I C 
...................................................................... S I . U U 


$ 1 . 3 5 P I E R C E S C O L D E N 
e 
s 
a 
m 


M E D . 
D I S C 
........................................................ 
j 
l 
. 
U 
7 


$ 1 . 2 5 
" T 
A 


I N D O V I N 
....................................................................... 
I 
W 
C 


$ 1 . 0 0 G 
R A H A M 
S 
S Y R U P 
• * # * 


H 
Y P Q 
P H 
Q 
8 P 
H 
I T 
E 
8 
.............................. 
f 
w 
C 


I j L ^ X A T I V E S l 


2 5 c 
C A R T E R S 
r n 
4 


P I L L S 
...................................................................................... 
I 
I 
C 


6 0 I * Z* 
M f * 
L A 
X A 
T I V E 
T 
A 
B 
L 
E 
T 
S 
................................... f 
a 
J 
C 


E 8 
P 
O 
T 
A 
B 
S 
....................................................................... 1 
4 
C 


$ 1 . 2 5 M 
I N R O 
L 
0 
# t 


P 
S 
Y 
L 
L 
I U 
M 
........................................................................... O 
w 
C 


3 o z . 
G 
R 
A H 
A M 
S 
O 
C 


C A S C A R A 
........................................................................... 
O 
D 
C 


6 0 c B L U E 
B O 
N 
N 
E T T 
A A 


C 
R 
Y S T A L S 
................................................................... 
I 
H 
C 


1 0 0 . 5 - G R . 
O 
Q 


C A S C A R A T 
A 
B 
L 
E 
T 
S 
.......................................W 
w 
C 


6 0 c E N O S 
O 
C 
a n 


F R 
U 
I T 
S A L T S 
........................................................ 
O 
D 
C 


C A S T O R O 
I L 
............................................................... 17c 


Lydia Gray or Finesse 
CLEANSI NG 
T I S S U E S 


Large Pkg of 
200 Soft 
Absorbent Tissues 
Theae tissue* are fine soft and ab­ 
sorbent and will bold their own with 
the best. 
Get a euflpty at this Bale 
price. 
Jjfle 
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M 
R. CLAYTON G. HORN, m anaging editor of the E ast Liverpool 
Review, w as the principal speaker at the Jan u ary m eeting of 
tile B rotherhood of 8t. Jo h n ’s Evangelical Lutheran church W ednesday 
night In the lecture room of the church. Mr. Horn gave an illu strated 
address on “The R om ance of News G athering'’ displaying m aterials 
in th e m aking of a new spaper. 
D e v o tio n a l w ere in charge of Mr. W illiam H assall and Mrs. 8. 
L uther G ilbert. 
New officers w ere in charge of the m eeting and the business se s­ 
sion was in charge of the president, Mr. C larence B. U m p , during 
which reports from the apportion *i- 
raent com m ittee, led by Mr. John 
Scbneidm iller. 
and 
the 
program 
com m ittee w ith Mr. 8. L uther Gil­ 
b ert, chairm an, w ere made. 
Mr. 
G ilbert distributed the year's pro­ 
gram . which includes the nam es of 
the 65 m em bers 
and 
five 
guest 
sp eak ers.'A new feature of the pro 
gram for the year 
will 
be 
the 
m onthly report of religion in the 
news. 
A report of the planning 
com m ittee was given by Mr. Alvin 
L. A m er, and new plans w ere p re­ 
sented for the registration of new 
m em bers and th eir m onthly con­ 
tributions. 
Flow ers decorated the table, at 
which refreshm ents w ere served by 
the three hosts, 
Mr. 
W alter 
P. 
Stier, Mr. O. R. Johnston and Mr. 
C harles Hager, 
and 
their 
wives. 
Covers w ere arranged for 33 guests. 
Miss Nell Robinson, superintend 
ent of the E ast Liverpool City hos­ 
pital. will bo the speaker a t the 
m eeting to be held 
W ednesday. 
February 3. in the lecture room of 
the church, when Mr. C. W. Hellyer, 
Mr. A. F. Stossm etster, Mr. W alter 
Olson and Mr. W illiam W eaver Hr., 
will be hosts 
I* 
% 
X 
Installation of officers featured 
th© m eeting of the Ladies of the 
Golden Eagle W ednesday night in 
th eir new ball in the Sons of Vet­ 
erans' hall. E ast Sixth street. 
Mrs. 
M ildred Johnson, 
noble 
tem plar, 
conducted 
th e 
m eeting and Mrs. 
M ayme Rahon, deputy grand tem p­ 
lar, was assisted in installing the 
officers by Mrs. Leslie Tatgenhorst, 
Mrs. Mary C lark and Mrs. Nellie 
Dawson. 
O fficers installed were: 
Past 
tem plar, 
Mrs. 
M ildred 
Johnson; 
noble tem plar, Mrs. 
Rose 
Peddt- 
cord; 
vice tem plar, Mrs. Pauline 
B ucher; 
m arshal 
of cerem onies. 
Mrs. Audrey W ilson; guardian of 
finance. Mrs. Pesrl Bloor; guardian 
of exchequer, Mrs. A ugusta Finnier- 
ling; guardafn of records, Mrs. Lil­ 
lian W ucher; guardian of inner por­ 
tal. Mrs. Bara C ronin; guardian of 
o u ter portal. Mrs. Z etta Briggs 
Twenty-two m em bers w ere pres­ 
ent. 
T he next m eeting will be held 
Jan . 27. when th e business session 
will be followed by a birthday party 
in charge of 
Mrs. Leslie Tatgen 
horst. 
* 
M 
X 
W ashington Elm Twig of the Re 
bacca Grlscoro chapter, D aughters 
of A m erica, held an all-day sewing 
m eeting W ednesday a t the home 
of Mrs. W. Donald Gass, St. ('lair 
avenue. Crib spreads for the nurs­ 
ery of the Ci t y hospital w ere made. 
M rs. R. L. Cawood, state presi­ 
d ent for b etter film s, gave a talk, 
afte r which Mrs. Adam McW illlam, 
vice regent, 
conducted 
the busi­ 
ness session. 
Luncheon 
was served a t noon, 
covers 
being 
arranged 
for 
12 
guests. The h ostess 
was assisted 
by Mrs. E. M. Underwood and Mrs. 
H enry Gruen. 
Mrs. W. Edw ard K aiser Jr. of 
the Lincoln Highway will receive 
the m em bers on February 3 at IO 
a . rn. 
H 
M 
M 
T he following program will 
be 
presented a t the Jan u ary m eeting 
of the Men and W om en's Mission­ 
ary society in the basem ent of the 
First Church of C hrist tonight at 
7:30 o ’clock; Song. assem bly; busi­ 
ness session, 
Mrs. F. Q. Mason, 
president: 
devotional*. 
Mrs. 
D. 
Park C hapm an; talk. “The C hris­ 
tian O ccupation of A frica.” Mr. Al­ 
fred H. Boulton; song, assem bly; 
"T rek." Miss Beulah N eiser; vocal 
solo. Miss Gladys P eters, accora 
panted by Miss E thel Peterson. 
R efreshm ents will be served by 
Mrs. John D raper and oom m m ittee. 
a 
x 
x 
Mrs. Paj'k M cHaftie was surpris­ 
ed a t ber hom e Tuesday night by a 
group of friead s honoring ber birth 
day anniversary. Five hundred and 
o ther contests -were enjoyed, tro 
phi,es being aw arded 
Mrs. 
Pearl 
Reed. Mrs. Dora Mackall. Mrs. Rob­ 
ert Mackall and Mrs. W illiam D ur­ 
ham. 
• 
R efreshm ents were served, cov­ 
ers being arranged for Mrs. E. B 
D urham , Mrs. W illiam Durham . Mrs. 
A rchie Ftund, Mrs. L ester Finley, 
M rs. Sam uel Kinsey, 
Mrs. 
Dora 
M ackall, Mrs. Gail McHaffie. Mrs. 
B urton Trim ble. Mrs. R obert Mack- 
all, Mrs. Park McHaffie and Miss 


Pearl Reed and Miss H arriet M ack­ 
all. 
if. 
X 
X 
Mr. and Mrs. Clair Looman e n te r­ 
tained a group of friend* recently 
a t their hom e in M aplewood. D anc­ 
ing and 500 w ere the pastim es, tro 
pbies being aw arded Mrs. W illiam 
W hite and Mr Karl Brooks. Vocal 
solos were given by Mr. W illiam 
W hite, accom panied by Miss M ar­ 
cella Looman. 
Tap dancese w ere 
presented by C onstance 
Loom an. 
B etty Jean Brooks and G eraldine 
Lee White. 
R efreshm ents 
were 
served by 
Mrs. Looman, assisted by Mrs. WH 
Ham W hite, Mrs. Earl Brooks ai*! 
Mrs. Fred Jones. 
Covers w ere a r­ 
ranged for 18. 
Mr. and Mrs. J. L. 
Sm ith of Sebring w ere the out-of- 
town guests. 
X 
X 
X 
Circle I of the Pennsylvania ave 
nile 
M ethodist 
Episcopal 
church 
m et Tuesday night in the hom e of 
Mrs. Carl W arning, Ohio avenue, 
w ith Mrs. Carl I^atham, president, 
in charge of the business session. 
Inform al social hours w ere en­ 
joyed, during which refreshm ents 
were 
served 
by 
Mrs. 
W arning, 
assisted by Mrs. G race Phelps and 
Mrs. Carl Latham . 
Mrs. Phelps 
was a special guest. 
Covers w ere 
arranged for 12. 
Plans were made for a coverdisb 
party to be held Tuesday, F ebru­ 
ary 9, the place to be announced 
later. 
X 
X 
X 
• 
Silverleaf club m em bers w ere en ­ 
tertained W ednesday night in the 
hom e of M rs. Maud Feustal, W est 
Ninth street, when two tables of 
500 were in' play. Prises w ere pre­ 
sented Mrs. E tta Young and Mrs. 
P earl Byrne, and the door prise 
w as 
presented Mrs. 
Ola 
W eaver, 
who was a special guest. 
The hostess was assisted in serv­ 
ing refreshm ents by Mrs. Thom as 
Chadwick and Mrs. Raymond Bet- 
teridge. 
Mrs. Grace Gibbs of Edw ard ave­ 
nue will receive the club on Ja n ­ 
uary 27. 
K 
k 
sr.* 
Two tables of bridge w ere in 
play Tuesday night whent 
Mrs. 
M arie Popejoy entertained 
m em ­ 
bers of the Chameleon club at her 
home In W’est Third street. Troph­ 
ies were awarded 
Mrs. 
Leonard 
Barlow, Miss M artha W illiams and 
Mrs. Hazel Wood. 
The hostess was assisted in serv­ 
ing refreshm ents by Mrs. Ralph 


Daily Pattern 


Tw enty-five m em bers of the E ast 
Liverpool F ederation of W om en’s 
clubs enjoyed the m otion picture 
of “H idden E nem ies or T erm ites” 
presented a t the M ary P atterson 
M em orial T uesday night w ith Low­ 
ell T hom as n arrato r. Mrs. J. Donald 
Thom pson is president of the fed­ 
eration and presided during th is 
m eeting. 
X 
X 
X 
Class 13 of the Boyce M ethodist 
Episcopal 
church 
will 
hold 
its 
m onthly m eeting tonight in 
the 
hom e of Mrs. Mabel W alker. Globe 
street, w ith 
Mrs. 
Beulah Howell 
associate hostess. 
X 
X 
X 
D orcas 
class 
of the M ethodist 
P ro testan t 
church will m eet F ri­ 
day night in the hom e of Mrs. Rose 
Drake. St. John street, w ith Miss 
V irginia Drane and M iss V irginia 
M arquette associate hostesses. 
X 
X 
X 


Mexican Air Enlivens Linen 


WORLD’S GEOLOGISTS 
TO MEET IN MOSCOW 


Cross Stitching 


Designs Revel 


In Colors 


Personals 
Mr. and Mrs R. J. D ickerson of 
Chicago. 111., have concluded a visit 
w ith Mr, and Mrs. A lbert K inne 
D ivision street. 
X 
X 
X 
W ellsville Social Notes 


“STAY-AT-HOMES” WELCOME 
G A IETY OF CRISP WASH 
FROCKS! 
PATTERN 4296 
By ANNE AOAMS 
Take Anne Adam s’ word for it— 
no woman m inds staying st borne 
when sh e’s dressed for i t —rigged 
out prettily in a crisp frock that 
stays fresh from sun up to sunset! 
And P attern 4296 is ju st the frock 
to delight 
the heart of a busy 
“home girl.” for Its brief sleeves 
through a “million and one” chores, 
are a comfy asset to whisking 
and its trim lines welcome unex­ 
pected callers! You’ll set a fashion 
in m orning frocks, too, with th is 
bright, m odel—for just see its be­ 
coming 
square 
neckline, 
playful 
button accents 
and 
handy 
patch 
pocket! Ifs w orthw hile to take a 
few hours of tim e to stitch up sev­ 
eral versions, for the sim ple pat­ 
tern is easy as can be to follow. 
For fabric, choose colorfast cotton. 


Division 
club ou 


Kapp. 
Mrs. 
Albert 
Kiuue of 
street 
will 
receive 
the 
January 26 
X 
X 
X 
Mrs. 
flouts 
W illard 
and 
Mrs. 
George 
W agoner 
were aasoclate 
hostesses to m em bers of the Cer­ 
amic club W ednesday night in the 
form er s 
home 
in LaCroft. 
Two 
tables of 500 were in play, honors 
being awarded Mrs. W illiam Rid­ 
dle and Mrs. W illiam Fernivat. 
R efreshm ents were served by the 
two hostesses a* (be close of the 
playing 
Mrs. J. W 
M iller 
of Minerva 
street will receive the club of Ja n ­ 
uary 27 
X 
X 
X 
Ohio City Rcbek&h lodge No, 782 
will Install officers Friday night in 
the HUI building. M ulberry street 
C ast End 
The 
business session 
will b e 
iii charge 
of 
the 
noble 
grand, Mrs. Ida Burgess, and t h e 
officers will be installed by deputy 
president. Mrs. G ertrude D ought'. 
R efreshm ents will 
be served a* 
the d o se of the m eeting by Mrs 
Emma Baldwin and h er com m ittee 
X 
X 
X 
C hatterbox club m em bers were en 
trrtain ed Tuesday night in the home 
of Mrs 
K atheryn Cain, Oakmont, 
when two tables 
of 
600 w ere m 
play. 
H onors w ere aw arded 
Mr* 
Georgia Brown. Mrs. Helen Davis 
and Mrs. M argaret Curley. 
T he hostess wa* assisted in serv 
jug refreshm ents by Mrs. M argaret 
f urley. 
Mrs. Lots H ohm an of W est Eighth 
stre et will receive the d u b on Jan, 
26 
X 
X 
X 
Ladies auxiliary to the V eterans 
of 
Foreign 
W ars 
will 
entertain 
with a penny social tonight at 8 
o'clock in the V. F. W. hall, L in­ 
coln avenue. Mrs. M argaret V»d 
Fossen will be chairm an of the 
affair. 


P attern 4296 is available In size* 
14, 16. 18. 20, 32. 34. 36. 38, 40 and 
42. Size 16 tak e s 3 yards 36 inch 
fabric. Illustrated step-by-step sew ­ 
ing instructions included. - 
^ond FIFTEEN CENTS (!5 t) In 
coins or stomp* (coins proferred) 
for (bls Anne Adams pattern. W rite 
plainly 
SIZE 
NAME. 
ADDRESS 
and STYLE NUMBER. 
READY 
FOR 
YOU—the 
NEW 
ANNE ADAMS PATTERN BOOK! 
O rder your copy today, and make 
fashion news In your "S et” w ith a 
gay w ardrobe, easily m ade! Cut a 
fine figure in slim m ing “at hom e" 
or dress-up frocks! Win adm iration 
in jaunty afternoon models, party 
clothes, sports togs and trim suits! 
Finery for T ots and T erns, too—ss 
well as newest fabrics! BOOK 15 
CENTS 
PATTERN lo CENTS. 25 
CENTS FOR BOTH W HEN OR 
DEREU TOGETHER 
Send your order fo Th* East L iv­ 
erpool Review pattern departm ent, 
243 W. 17th St.. New York. N. Y. 


Mary M artha class of the Meth 
od Isl P rotestant church, taught by 
Mr* Charley H R tsinger, will meet 
Friday night in the home of Mrs 
Clair Nichols, Pleasant H eights. 


Young W om en’s M issionary so­ 
ciety of th e tin n e d P resbyterian 
church convened at the home of 
M rs 
N orm an 
M aeLean on Main 
stre et W ednesday night. 
M rs F. E. V ernia was devotional 
leader. 
M iss W ilm a Curry, lesson leader, 
review ed the study book, 
“Congo 
C rosses.” 
The hostess w as assisted in serv­ 
ing by Mids Elizabeth Fogo. 
X 
X 
X 
W ellsville P ersonals 
Mrs. H 
H. Whitmore of R iver 
side avenue has been 
called 
to 
Erie. Ha., by the death of her Mb 
te r Mrs. Benjam in W hitm an. 
• Tho follow ing attended funeral 
services for G eorge J. Culp here: 
Mr. and Mrs. 
C harles 
Gulp 
of 
N orw alk: 
Mr. and 
Mrs. 
W illiam 
F ulrm r and son W illiam . Mrs. Je s 
ale Groves, Rev. and Mrs. B arker 
of C anton; Rev. and Mrs. R. I. F ar 
m er and children of C am bridge, 
O .; M is. W illiam Floto and child­ 
ren of C herry Tree. Pa.; Mr. and 
Mrs. 
W illiam Cam pbell 
of 
New 
C astle; Mr. and Mrs. D. T. Jones, 
son Lloyd and daughter Mrs Hazel 
Cook and Mrs, 
Louise Scranton of 
B eaver F alls; Mr. and Mrs. F ran ­ 
cis Snyder and children and Mrs. 
Clifford Thom pson of C leveland: 
Mr. and Mrs. Donald Clark. Mr. and 
Mrs. R obert W right and Mrs. H ar­ 
ry T rum an of T oronto; 
Mr. and 
Mrs. H arry Gulp and son of Cleve­ 
land; Mr. and Mrs. John Johnson 
and son Glenn. Mr .and Mrs. O liver 
Glenn, Mr. and Mr. Clifford Run­ 
yon. 
M rss. 
How ard 
M artin 
of 
S om erset; 
Mrs. H arry M artin of 
Bellaire; 
Mr. and Mrs. 
Edw ard 
Cooper of Georgetown. 
Lloyd Jenkins, son of Mr. aud 
Mr*. A. W. Jenkins of B roadw ay 
has be^n removed to his home on 
Broadw ay a fter th ree weeks 
in 
City hospital. 
Mrs. George Davis of Main street 
was a 
Pitsburgh visitor W ednes­ 
day. 
Mrs. Edith 
H erron 
of 
Main 
street 
has 
coscluded a m onth’s 
visit 
with 
her 
son in-law 
and 
daughter Mr. and Mrs. Frank Ab­ 
bey of Geneva, N. Y. 
Mrs. T. J. Blackwood and daugh­ 
ter M argaret 
of 
C enter 
avenue 
were 
Youngstown 
visitors W ed­ 
nesday. 


By EL IS AB E TH MAY BLONDEL 
i t ITH peasant styles so popular 
*» 
and 
w ith 
colorful 
Mexican 
Warr- gracing the sm artest tables, 
hand-decorated linens 
w ith Mexi­ 
can designs w ere bound to come. 
And now t h e y are here. 
Tablecloths, table runners, nap­ 
kins scarfs, cu rtain s guest tow els 
—there are so m any things for 
which the M exican m otifs in cross- 
stitch are delightfully “ right.lt And 


q u a i n t and vivid gaiety just glows 
from these designs — fiestas with 
dancing couples; 
stre et 
venders. 
men 
and 
women 
carrying 
their 
w ares on th eir heads; the lively 
burro w ith his load—all are there 
with their scenery of palm s and 
cacti. 
M ulti-color cross-stitch in bright 
fed, black, light and dark green, 
yellow, orange, light and royal blue, 
pink, 
deep 
violet 
and 
medium 
brown, is worked out in em broidery 
cottons, IO crosses to the inch. And 
it is really very pasy, as the com 
pletf designs can now be obtained 
in the convenient hot iron tran sfer 
patterns. 
For inform al luncheon and dinner 
clothes, the designs can be arrang 
©d in a variety of fascinating ways 
and they m ake the perfect setting 
for Mexican 
pottery 
dishes 
and 
colored g lass-y e llo w or brown pot­ 
tery with red glasses, for Instance. 
In arranging th e pictures on the 


1,000 Expected To A ttend Annual 
Congress In Sum m er 


MOSCOW — Geologists of 
the 
world are preparing for th eir 7th 
international congress to be held 
in Moscow this sum m er. 
A total of 369 foreign geologists, 
representing 46 
countries, ana in­ 
cluding m any scientists of world 
fam e have signified their d esire to 
participate in the coneresa. 
Most of the participating—1 3 6 - 
will come from the United S tates. 
The desire to attend in the con­ 
gress w as reported also by 23 E n­ 
glish. 26 French. 20 G erm an and 
16 Spanish 
geologists and by 
a 
num ber of scientists from 
Italy, 
Sw itzerland 
and other countries. 
A pplications 
have been received 
from 
150 foreign 
scientists who 
intend to read papers at the con­ 
gress. 
A pproxim ately 600 
Soviet sci­ 
entists, who will read about 250 
papers, will take p a rt In the work 
of the congreess. 
In all about 400 
papers will he read at the penary 
and sectional m eetings of the con­ 
gress. 
The congress w ill continue 
IO 
days. Then excursions will be a r­ 
ranged for foreign scientists to the 
most Interesting legions 
of 
the 
Soviet 
(U rals, Siberia, 
the Cau­ 
casus. C entral Asia, Donetz Basin 
and eth ers). 


cloth — an oblong m otif, including 
th e 
dancers 
and 
other 
sm aller 
m otifs, m ay be worked in the cen ­ 
te r of a large cloth, 54x72 o r 72x90 
inches On spare cloths, th e danc­ 


ers may be arran g ed in a circle at 
the center, w ith banding radiating 
to the four corners. 
A pair of dancers on each end is 
right for ru n n ers; palm tree s and 
banding for place m ats. 


SOVIET TO ISSUE GEOGRAPHY 
MOSCOW — The 
Academy 
of 
Sciences of the U.S.S.R is p rep ar­ 
ing a larg e publication—“T he Geog­ 
raphy of the U.S.S.R.,” which will 
be issued in 36 volum es containing 
25,060 pages. 
It will provide read ­ 
ers with the latest and m ost com ­ 
prehensive information on th e nat­ 
ural conditions of the country. 


X 
X 
X 
Chester Social Notes 
Senior 
C hristian 
Endeavor 
so* 
d efy m et Tuesday night in the 
social room s of the F irst Church 
of C hrist on Indiana avenue 
Ralph 
Brewer, 
president, 
con 
ducted the business session when 
C hester Sayre 
wall nam ed leader 
for Sunday night's m eeting. 
The 
study topic will be “ Building ( bar* 
acter Through Self-Denial.” 
Lunch was served by the social 
com m ittee 
Those 
attending 
were 
Rnlph 
Brewer, C hester Sayre. Raymond 
Sayre, M atthew Caldw ell, W illiam 
Johnson, 
W alter 
M eSwegin. 
Mr. 
and Mrs. 
Herm an 
Sayre, H arry 
Floyd, C harles Sm ith, Richard Wil­ 
son. 
law ren c e 
B arrett. 
Helen 


Hobbs, 
G eorgia 
Hobbs, 
A udrea 
Melott, 
LeVon 
Snow, 
G ertrude 
Rogers, Clifton 
Huff, R uth Kays 
and kllraer Kell. 
X 
X 
X 
The second In a series of get-to­ 
gether m eetings sponsored by the 
M ens Bible class of the United 
P resbyterian church will be held 
tonight a t th e hom e of Paul 
R 
Johnston on V irginia avenue. 
The m eetings have been arranged 
every six w eeks to prom ote fellow­ 
ship, plan class and church activi­ 
ties and sponsor w orthw hile pro­ 
jects for the church. 
Games will be diversions. 
X 
X 
X 
Ladies' Bible class of the F irst 
Presbyterian church will convene 
tonight at the home of Mrs. E. C. 
Caugbey on Indiana avenue. 
Mrs. Ju lia M cM ath and Mrs. Lula 
W atkins 
will 
be 
associate 
hos­ 
tesses. 
The business session will be con­ 
ducted by Mrs. S. M. Newell, presi­ 
dent. 
X 
X 
X 
The m onthly business m eeting of 
C hristian E ndeavor society sched­ 
uled for tonight in the F irst P res­ 
byterian church has been postpon­ 
ed indefinitely because of illness. 
X 
X 
X 
Loyal W omen’s class will m eet 
to night In the 
F irst 
Church of 
C hrist on Indiana avenue. Mr* Ai­ 
ne Cam pbell, president, will pre­ 
side. 
X 
X. 
X. 
Chester Personals 
H arold G regory, high school in­ 
stru cto r, is ill a t the hom e of his 
p aren ts In Newell. 
X. 
X. 
X 


Queen Elizabeth Will Wear Cream 
Satin Gown At Coronation Service 


Apparel Will Be Embroidered With National Emblems 


In Gold Thread, And Ermine-Trimmed 


Midland 
Social Notes 


MODES of che MOMENT 


S ^ £e cr& DRES5E 


MADE TO SELL AT PRICES 
UP TO AND INCLUDING S8.95 


Other Dresses 
at 
Proportionate 
Savings! 


•OO 


Sizes for Misses! Women! 


Short Women! Juniors! 


All dressed up . . . that * the way you can ba 
without the least bit of a strain on your budget! 
Included is this special purchase group are 
dresses from our higher priced regular stock. 


M em bers of Sons of th e Ameri­ 
can Legion m et Tuesday night in 
the Legion room s on 
Midland ave 
nue 
Mrs. H arrold Nohc 
cnleitain cd 
the Tuesday Evening bridge club. 
Mrs. R obert Dunn received a tro­ 
phy. 
Mrs. Dunn is hostess for the 
next m eeting. 
X 
X 
X 
Midland Personals 
Mr. and 
Mrs. 
H arry Holloway 
are visiting In 
Florida. 
Mrs. P atrick M oran is ill a t lier 
hom e on Ohio avenue. 
Frank Collins is confined to his 
home by illress. 
S w ard B arrett is ill a t his home. 
R uth 
Arni Stiilw agon. daughter 
of Mr. and Mrs D. W. Stiilw agon. 
is confined by Illness to her home 
on Ohio avenue. 
W illiam P arsons la recovering In 
a C leveland clinic from a, recent 
operation. 
X 
X 
X 
Lisbon Social N otes 
The golden wedding anniversary 
of Mr. and Mrs. W illiam M. Adams 
was observed 
at 
th eir hom e on 
N orth Beaver street with m em bers 
of th e fam ily participating. 
Mr. 
A dam s is a son of the late John Q. 
Adam s of Lisbon, and a brother of 
J. F rank Adam s, form er county au 
d ito r and form er postm aster of Lie 
bon and George Adams, county law 
librarian. 
M em bers of 
the Queen E sther 
circle of 
the M ethodist Episcopal 
church w ere guests at the home of 
Mr. and Mrs. C. F. Coppock last eve­ 
ning. 
Mrs. Lodge Riddle will entertain 
m em bers of 
the O ptim istic club 
th is evening. 


Had Good Start 
PUNTA GORDA. Fla.. Jan. 14 — 
C harlie I Sparrow ! Young. Spring­ 
field, O., “Grand Old M an” of trap ­ 
shooting, broke 74 out of hla first 
75 targ e ts in a m atch here yester­ 
day but finished out of the money, 
w ith 192 out of 200, in a tie for 
fifth. R. E. C ham bers of W est Alex­ 
an d ria, O., got 180 of 200. 


LONDON, Jan. 14.—C ourt d re ss­ 
m akers today were designing and 
preparing 
the 
m agnificent 
robes 
and the gown 
which 
the p etite 
Queen E lizabeth of E ngland will 
w ear at the coronation of her hus­ 
band and herself in W estm inster 
Abbey next May. 
Elizabeth will take her place be­ 
side her husband In robes which 
will be an exact copy—except for 
m inor d etails—of those worn 
by 
queens of England for the p ast five 
or six centuries. 
The richest m aterials procurable 
—gossam er-fine velvet, shim m ering 
satin, 
the finest qualit . 
erm ine 
and centuries old lace— will go into 
the m aking of the robes and her 
gown. 
Yards upon yards of these m ater­ 
ials will be needed for the robes 
alone. 
In 
the 
m agnificent 
train 
th ere are four yards of velvet, spe­ 
cially dyed to an exact shade— 
tro e Royal purple. The train Is 
part of the robe, which is bordered 
with gold lace. 
Lined W ith Erm ine 
The robe and 
train are lined 
with erm ine. Each while skiu has 
the tiny black tail of the anim al 
Many hundreds of the skins will be 
used. The lining is slightly larger 
than the robe, so th at it m akes a 
border of erm ine. 
O ver the whole length of the 
(rain arc national em blem s richly 
em broidered in gold thread; 
the 
rose of England, the thistle of Scot­ 
land, the sham rock of ireland, the 
sta r of India and its lotus lily, all 
bordered with English oak leaves 
and acorns. 
The em broidery m akes 50 or 60 
square feet of rich background. As 
a center piece is worked the Queen's 
monogram with crow n above. 
Strong hooks fasten the robe to 
tbe shoulders of the Q ueen’s dress. 
Eight knotted gold cords appear 
to suspend it; four each side, with 
two knots in front of each arm . 
two at the back. 
The w eight of the whole robe 
is so g reat th at even a man of I 
strong physique could not possibly 
carry It alone. At least three pairs 


o f train bearers will support it by 
l o o p e d ribands as the Queen moves 
up the aisle aud later when she 
goes to the a lta r steps to kneel 
with the King. 
Will W ear Erm ine Cape 
Over the robe the Queen will 
wear an erm ine cape, of regula­ 
tion shape and d ep th —about 
18 
Inches from the shoulders. 
tinder her robe she will w ear a 
surcoat of kirtle, also of purple 
velvet, with sleeves turned up and 
decorated with erm ine. 
E lizabeth’s dress will probably be 
m ade of rich est cream satin. It 
will be erm ine furred and heavily 
em broidered in gold th rea d —again 
with the national em blem s; a repe­ 
tition of the robe's design. 
The skirt will reach to ber feet 
— but will not bide the w hite kid 
shoes, em broidered to m atch ber i 
dress. 
I -ast, but sym bolically m ost im 
portant of all. cornea the Crown, j 
She will arrive for the coronation 
w earing a sm all gold circlet on ber 
head. 
During the cerem ony this will be i 
changed for the Crown of Queen 
Edith, and finally for the Crown i 
of State. T his is the only change 
m ade in the Q ueen's dress during 
the en tire cerem ony. 
For the cerem ony Elizabeth will 


( w ear 
the 
fam ous 
sta te 
jew els. 
which include triple ropes of pearls 
and diam onds, and the noted Koh- 
i-noor diam ond. 
A specially m ade “Q ueen’s ring.” 
encrusted 
with 
jew els, 
will 
be 
placed on th e fourth finger of her 
right hand during the cerem ony. 


South D akota's statehouse has a 
new attractio n for visitors — an 
aquarium in which 20 or m ore varie­ 
ties of native fish will be displayed. 


Personal to Fat Girls! — N ow you can 
•.lim down jou r far* and figure w ithout 
-.trict dieting or bari -breakin* exercise*. 
Ju st eat sensibly and 
take 
4 
Marmot* 
Prescription Tablets a day until you have 
lost enough fat— then stop. 
Marmola 
P rescription 
Tablets 
contain 
the same elem ent prescribed by m ost doc­ 
tors in treating th eir fat patients. Millions 
of people are u»ing them with succes*. 
Don't let others think you have no spunk 
and that your will-power is as flabby as 
your flesh. Start with Marmola today and 
w in the slender lovely figure rightfully 
yours. 
T 


Announcing 


DOROTHY SLOAN 


(teacher of piano) 
METZ FUR CO. 


106 W . Sib ST. 


T 
— ..... 


EC. LIVERPOOL, OHIO 


Simplicity: Earmark Of Fur Coat Chic 
'T H E sm artest fur coats a re cut on the sim plest lines th is year H ere 
. 
lB„ V * agg9» 
<* m ,nk' distinctively cut and finished w ith 
sm all trim collar. It has rn brown rayon satin lining and one of 
the new protection backs (a w aistline length inner h o ck "lin ed " w ith I 
L 
gt \ ! l »dded protection from the cold. The peeked hat 
46 th a w e d with adult and the dr©** is brow n rayon crepe, 
J 


GRADUATE OF LOUISE ROBYN METHOD 
For Pre-School and School age Children 
STUDIO 
PHONE 
514 JACKSON 
457 


All Sizes, 
But not in 
Every Style 
L O U N D Y ’S 
LITTLE BUILDING 
ON THE DIAMOND 


THURSDAY, JANUARY I i. 1937. 
EAST LIVERPOOL REMEW 
p a g e NTNE 


STOCKS EXHIBIT 
S ndefinte tone 


Trend Changes After Steels 


And Motor Issues Climb 


In Early Trading 


By Th. 
NEW 
YORK. Jan. 
14.— M otors 
and sta lls rallied in today's stock 
m arket and utilities and specialties 
continued to a ttra c t buying atten ­ 
tion. 
H elpful lo sentim ent 
was the 
conference of G eneral M otors and 
union rep resen tativ es called to dis­ 
cuss m eans of settlin g the current 
autom otive strikes. 
T rading was exceptionally active 
in the first period, although pro­ 
gress 
was 
not 
recorded 
for all 
groups. 
N ear the second hour 
trends w ere indefinite. 
Bonds and com m odities w ere un­ 
even. 
Those bolding shares of building 
m aterial com panies were in terest­ 
ed in the estim ate of the Engineer­ 
ing News-Record that m ajor con 
Rtruction closed 1936 with a 50 per­ 
cent increase over the preceding 
year. 
The oils w ere studied in the light 
of th e Am erican Petroleum insti- 
• 


8 figures disclosing total stocks 
inished and unfinished gasoline 
last week were up 1.453,000 barrels 
over the week before. 
On the 
other hand stocks of gas and fuel 
oils declined 591.000 barrels.. 
Sterling, 
a t 
the 
beginning 
of 
was off 3.-6 of a cent at $4.91, and 
the Trench franc 
was 
down 
.00 
3.16 of a cent a t 4.57 cents. 


PITTSBURG H GRAIN 
O ats—No. I white. 64*-66c; No. 2 
white. 63i-64c. 
C orn—No. 2 yellow, shelled, new. 
$1,241-1.26; 
No. 
3 
yellow, 
new. 
*1.21*1.22; No. 4, yellow, shelled. 
$1.17-1.17*. 
W heat—No. 2 red w inter, local. 
$1.33-1.34. 


CHICAGO GRAIN 
CHICAGO. Jan. 
14.—Influenced 
by unlooked for dow nturns of Liv­ 
erpool quotations th e Chicago w heat 
m arket 
underw ent 
m aterial 
set­ 
backs early today. L arge shipm ents 
of w heat from 
A rgentina w ere re­ 
ported, together w ith slackneae of 
dem and from B ritish m illers. 
Opening *-i of a cent down. May 
1.341*. July 1.16| *, Chicago w heat 
future* then declined further. Corn 
started unchanged to I lower. May 
new 1.11*1. July new 107, and af­ 
terw ard rallied. 


CAST LIVERPOOL PRODUCE 
E g ta .................................... 
B u t te r .................................. 
POULTRY 
H eavy bens .................... 
try springe 


27c 
38c 


YOUNGSTOW N PRODUCE 


Ego* 
E xtra white ...................................... 
E x tr a s ......................................................27 
F irsts .......................... 
26 
B utter 
P rints ....................................... 
37 
Rolls ..................................................... 38 
Poultry Prices 
Leghorn hens ............................. ll® 12 
Rock springs ............................. 17®IS 
S pringer d u c k s 
............ 
16 
Heavy hens ................................17® 19 
T u rk e y s .........................................19® 20 
Geese ............ 
16 
W holesale (D ressed) 
Leghorn hens .............................. 1S®20 
Rock springs ............................. 26® 28 
Heavy h e n s .................................. 264J28 
Springer duck* ....................2 6 ® 3 0 
T u rk e y s .........................................28® 30 
Gees* .............................................. 
25 


PITTSBURGH 
PRODUCE 
B utter — U nsettled: extra, 34 V 
35c; standard. 34V 34**c; 88 score, 
33V*c; 88 score, 3 2 ^ c. 
Eggs—Steady; nearby c u rren t re ­ 
ceipts. 23c; extra 
firsts, 
24 4 c ; 
w hite extras. 26c. 
P oultry—Steady, heavy hen*. 20- 
21; Leghorn bena. 14-16c; roosters, 
ll-12e; Leghorn springers, ]3-14c; 
heavy springers, 
17-19c; 
ducks, 
18 20c geese, 17-lSc; 
turkeys, 20- 
22c; vld tom e turkeys. 18c. 
CLEVELAND PRODUCE 
CLEVELAND, Jan . 14.— B u tte r - 
U nsettled, cream ery ex tras in tuba, 
37c a lh.; standards, 37c. 
Eggs— U nsettled; 
prices 
paid 
shippers in IOO case lots; furnished 
by the C leveland b utter and egg 
board; fresh extras. 57 lbs. and up. 
candled light, yolks clear, 25c a 
doz.; ex tra firsts. 56 lbs. and up, 
23c; c u rren t receipts, 55 lbs. and 
up, 22-22*c. 
L ive 
poultry — Steady; ’hens, 
heavy, 5* lbs. and up. 20c; 
hens, 
m edium , 19c; hens. Leghorn, heavy. 
J6c; hens, light, 13c; hens. No. 2, 
12c; old roosters, 12c; stags. 15c; 
springers, sm ooth, 19c; 
springers, 
coarse, 17c; springers, sm all, 17c; 
springers, Leghorn. 15c; springers. 
No. 2, 12c; capons, 8 lbs. and up, 
24c; 
ducks, 6 lbs. and 
up, 17c; 
ducks, sm all, 15c; geese, fat, 15c; 
geese, ordinary, 14c; turkeys, young 
16c. 
Local 
fresh 
dressed 
poultry — 
S teady; heavy fowls, 26c; roasting 
chickens. 4 lbs. and up. 26c; ducks 
26c; sm all roasting chickens. 24c; 
springers, Leghorn, 22c; 
Leghorn 
fowls, 21c; turkeys, 26c; geese, 22c. 
G overnm ent egg prices — I'. 
8 
extras large w hite, in cases. 28c a 
dozen; 
U. S. standards, large in 
cases. 26c; m ixed U. S. ex tras and 
standards, m edium w hite, in cases. 
22*c. 
P o tato es—$2.15-13.75 a sack. 
Sw eet potatoes— $1.35-12.00 a bu. 
A sparagus — B askets. 
2 doz 
bunches, large $7.00. medium $5.00- 
$6.00, sm all $3.00. 
B eets— 4 -b u baskets 40-5t>c. 
C arrots— 4 -bu 
baskets 
4«-60c. 
few 65c. 
C elery—B askets, 2 doz bunches 
76-90c, Pascal. 2 doz bunches $1.50- 
$2.00, poorer $1.00-11.25. 


MARTIN URGES AUTO WORKERS TO STAND PAT|(J|JY JO PARTICIPATE 


IN TERRITORY EVENT 


INAUGURATION MEDAL 
SCOUTS ELEVATED 


(C ontinued from Pape On*) 


will leave New- York in the spring 
of 1938 and follow the sam e trail j 
as their frontier-piercing p red eces-1 
sors. Ox c arts will he driven over 
the m ountains to the Youghlogheny I 
river, where flat boats will he built 
and floated down to the Ohio. 
It was virtually agreed to h a v e 1 
the 
pageant stop here in 
order 
th a t the citizens and school chil­ 
dren might observe a replica of 
the original party, m em bers of the 
historical society said. Stops are 
expected to be made at other dow n­ 
riv er points until the M uskingum 
riv er is reached, where the group 
will go upstream . 
A resolution also was adopted st 
the m eeting petitioning congress to 
enact a bill for m arking th e seven 
ranges of the original territory. 
According 
to historians, 
range 
one would sta rt at the Ohio-Penn- 
svlvania sta te line here and con­ 
tinue through Colum biana. Je ffer­ 
son. Carroll. Belmont and W ashing­ 
ton counties. It will be asked th at 
a separate com m ission be created 
to carry out this project. 


Hom er M artin, president of the 
United Automobile W orkers, call­ 
ed upon all the speaking experi­ 
ence he gained ta th f days when 
he was a B aptist preacher, to ex­ 
hort striking autom otive w orkers 


to continue th eir fight for union 
recognition by th e G eneral Motor* 
corporation. He ie show n s s he 
m ade the plea during an address 
a t a Flint. Mich., m ass m eeting of 
auto w orkers. 


EVANGELIST TO HOLD 
BAPTISM IN CHESTER 


Court Of Honor B estow s Aw ards 
On Boys At W ellsville 


Robert M cLaughlin was elevated 
to the rank of a first class Scout 
and Donald M cLaughlin to second 
cise* at the m onthly m eeting of 


the W ellsville court of honor in the 
Am erican Legion home there Wed­ 
nesday night. 
Art, 
handicraft 
and 
carpentry 
m erit badges were won by Wlllitim 
G riffith and reading and fireman- 
ship badges by Harvey N easer. The 
court was conducted by C. E. Fel­ 
ton, of Lisbon county Scout com- 
| m issioner. Hugh Nile and M. O. 
M cIntyre. 


Sore Throat Pains 
DUE TO COLDS 
Eased Instantly 


I , CrviH end *Mr 3 layer AipiHs 
tablet* Ie V* flaw af water. 


Rev. W ickham W ill C onduct Public 
Service For Two C onverts 


Celery C abbage—B askets 40-75c. 
L eeks— Per bundle 10-16c. 
le ttu c e —24-qt baskets 30-35c 
M ushrooms — P in ts 10-I3c, lbs. 
17V*-224c. 
P arsley— Peck baskets curly 25- 
35c. 
P arsn ip s—ja-bu 
b ask ets 40-50c, 
peck baskets 20-30c. 
P otatoes—100-lb 
sacks 
$1.76* 
$2.50. 
R adishes—Baskets, 3 do* hunch­ 
es 25-60c 
T urnips— 4-bu 
baskets 
40-50c, 
pecks 25-36c. 
T o m ato es—8-lb baskets, medium 
$1.15-11.25, poorer 75-91.00. 


PITTSBURGH LIVESTOCK 
PITTSBURG H. Jan. 14.- H o g e - 
1300,,including 800 d irect; 
slow 
and steady; 180 to 230 lbs.. 10.90 to 
11.00; 250 to 350 lbs.. 10.00 to 10.50; 
160 to ISO lbs.. 10.75 to 10.90; 130 
to 160 lbs.. 10.25 to 10.76; IOO to 
130 lbs., 9.75 to 10.26: good sows. 
9.25 tp 9.50. 
C attle— 350. including 275 d irect; 
nom inal: good steers, 9 50 to 11.00; 
good heifers. 7.50 to 8 25; low cu t­ 
ter cows. 3.75 to 4.00; calves, 200; 
including IOO d irect; steady; good 
and choice vealers. 13.00 to 14 00. 
Sheep — 1000, 
lam bs 
slow ; 
35 
cents and m ore low er; good and 
choice fat lambs. 
10.75 to 11.00; 
heavies and ducks discounted 
.75 
to 1.00; yearlings, 9 00 down; sheep 
steady. 


CLEVELAND LIVESTOCK 
CLEVELAND. 
Jan 
l l —C attle 
200, 26-50c low er; steer* 1,250 lbs. 
up, choice to prim e $11.00-$12,00; 
760-1,100 lbs, choice $11.00-f 12.60; 
650-960 lh*, good $10.00-911.00; 900- 
1,200 lbs. good $9.60-110.60; b elters 
600-S50 lbs. good $S.50-$10.00; cows 
(all 
w eights) 
good 
$5.00-96.00; 
bulla, 
butchers $5 50-16.50, 
Calves. 400. 60c 
low er; 
prune 
veals $12.00-113.50; 
choice veals 
$1200; m edium $10.00 $11.00. 
Sheep and lam bs. 2,500, 
10 16c 
low er; choice $10.00 .75; good $9 00- 
$10.00; 
m edium $7.00-99.00; 
w eth­ 
ers. choice 
$5.50 *6.60, 
medium 
$4.50-15.50; 
ewes. choice $6.00-96: 
medium 
$4.00-$5 00. 
Y earlings: 
choice $8.0049.00. 
Hogs. 1.000. 20 low er; heavv 2 6 0 - 
300 lbs. $10.00-.25; 
m edium s 220- 
250 lbs. $10.40; good butchers 180- 
220 lbs. $10.40; yorkers 150-180 lbs. 
$10 40; light 
lights 
130-150 
lbs. 
$9.50$10.00; pigs 100 140 lbs. $9.50; 
roughs $8.50-75; stags $7.50 .75. 


Public baptism of two converts 
will be conducted by E vangelist A. I 
E. W tokham in the run which amp 
ties into the Ohio river at C hester, 
Just west of the bridge, this a fte r­ 
noon st 4:30. 
Rev. W ickham preached on ‘’The 
Pow er of The Unity of Believers 
in C hrist.” at th e revival service 
sponsored by the Church of Christ 
in the perm anent church q u arters 
near 
Sixth 
street 
and 
Carolina 
avenue. C hester, last night. 
The 
service was well attended and much 
interest was displayed. 
Tonight the evangilist will speak 
on "The Pow er of F aith.” 


Two copies In solid gold will be 
made 
of 
this 
1937 
inaugural 
medal 
for 
P resid en t 
R oosevelt 
and Vice P resident G am er, w hile 
I.'HH) 
o th ers 
will 
be 
cast 
ta 
hrons* for public sate. Joseph A. 
Atchison of W ashington was the 
designer. 
Beware Coughs 
from common colds 
That Hang On 
No matter how many medicines 
you have tried for your oough, chest 
cold or bronchial Irritation, you oan 


2* SASSI! thereat M y “ th re w 
y e a r heed way back, allew isg a 
tittle la trick la dawn your throat. 


3 * Repeat ( a r f Ie end de net rinte 


mouth. allow gargle to remain as 


membra nae af the throat for pro­ 


longed effect. 


Et relief now with Creomulsion. 
rious trouble may be brewing and 
you cannot afford to take a chance 


Th# Ocala (Fla.) S tar offered five 
30-day movie passes to the oldest 
residents of th* county who never 
have seen a motion picture. 


with anything leas than Creoxnul- 
aion, which goes right to the seat 
of the trouble to aid nature to 
soothe and heal the Inflamed mem­ 
branes aa the germ-laden phlegm 
la loosened and expelled. 
Even 
lf other remedies have 
failed, dont be discouraged, your 
druggist is authorised to guarantee 
Creomulsion and to refund your 
money lf you are not satisfied with 
results from the very first bottle. 
Oet Creomulsion right now. (Adv.) 


Just Gargle T his W ay 
w ith Bayer Aspirin 


© 


JURY INVESTIGATES POLICE 
YOUNGSTOWN. Jan. 14.—Coun­ 
ty Prosecutor VV illlam A. Ambrose 
Maid today the grand jury would 
investigate practices 
of 
certain 
rural police in m aking rounds of 
liquor establishm ents in Mahoning 
county with blank com m itm ent pn; 
pere or w ait anta Kilned by aq'tin a 
to "shake dow-n” 
the ow ners for 
$10 or 
$20. 


TM 
Heddleston’s, 4th and Market Sts. 


Pure Maple Syrup, P i n t s ......... 
C ross A Blackw ell’s Pure Fruit 
lade ............................................... 
2 Pound Jara Grape M arm alade 
Jonaa Dairy Farm L ittle Pig Sa 
and 
Just Received Freeh Supply Ma 


45c 
Q uarte ................................Boc 
Praaarvaa and O rang# Marma- 
............................. 16 Oz. Jara, 27c 
.......................................................... 29: 
usage, Hickory Sm oked Heme 
Bacon 
rth a W ashington fine Chocolates 


IT 
W ILL 
PAY YOU 
TO SHOP AT 
Heddleston’s, 4th and Market Sts. 


Here is the m ost 
amazing way to ease 
the pains of rawnesa 
of sore throat result­ 
ing from a cold we 
know you ha va aver tried. 
Crush and dissolve three 
genuine BAYER ASPIRIN 
tablets in one-third ^lass of 
water. Then gargle with this 
mixture twice, holding your 
head well back. 
This medicinal gargle will 
act almost like a local anes­ 
thetic on the lore, irritated 
membrane of your throat. Pain 
eases almost instantly; rawness 
is relieved. 
Countless thousands now use 
this way to ease sore throat. 
Your doctor, wa ara sure, will 


approve it. And you frill say 
it is marvelous. 
Get the real BAYER ASPI- 
RIN at your druggist's by ask­ 
ing for it by its full name — 
not by the 
alone. 
name 
aspirin 
15*POR A D O Z C N 


a PULL DOZIN POR Ut 


Virtually Ic a tablet 


IF YOU ARE 
NOT 


INTERESTED IN 
DONT Read Any Further . . . . 
D I I T IF YOU WANT REAL BARGAINS IN FINE QUALITY COATS 
D U I AND D R E S S E S , BE HERE AT 9 T O M O R R O W MORNI 


A CLEAN SWEEP OF ALL WINTER GARMENTS 
Sorry, NO APPROVALS, C.O.D.’S or CHARGES 
Sales Final! 


EAST LIVERPOOL’S 
GREATEST STOCK OF COATS 
THROWN INTO 5 GREAT LOTS AND 
PRICED TO CLEAR IN A HURRY! 


WK RRU8T 
MAKE ROOM 
FOR 8PRINQ 
MERCHANDISE 
$ 


Up to ’19^ 


C O A T S , 


BKCOND 
FLOOR 


YOUR OHANOE 
TO OWN A 
FINE STEIN 
OOAT 
$ 


Up to *36^ 


C O A T S , Now 


Including Miller Coats 
SECOND 
FLOOR 


DRESSES!^! 
YOU'LL WANT SEVERAL at THESE LOW PRICES 


UNHEARD OF 


VALU EST IN FINE 


THE OOLDEST 
WEATHER IS 
YET TO OOMS 
$ 


Up to '24£ 


C O A T S , Now 


SECOND 
FLOOR 


R E G U L A R 
*1295 


C O A T S , Now 


s 


e 
a 
t 


Sports and Fur 
Trimmed Model* 


DRESSES 
FORMERLY 
J3.95 *5.95 


DRESSES 
FORMERLY 
*7.95 - J9.95 Now 


DRESSES 
FORMERLY 
*12— ‘o *14^ Now 


299 


SECOND FLOOR 
‘499 


SECOND FLOOR 
099 
SECOND FLOOR 


SECOND 
FLOOR 
DRESSES $ 
ALL HIGHER 
PRICED COATSS HALF PRICE! 
FORMERLY 


’16- » ’25 »«*■OW 
aoJMMMbsi 
S E C O N D FLOOR 


PAGE TEN' 
EAST LIVERPOOL REVIEW 
THURSDAY. JANUARY I!. (037 


LEGAL NOTICES 


I.K G A L K O T I C K 
T H E S T A T E UK OHIO, 
C X H MBI ANA C OUNT Y, ss. 
I m T h r C o u r t o f C o m m o n r i m * . 
T h e Uni on Sa villas A Lo a n Coin 
paiiy. of E a s t Li ver pool, Ohio. P l ai n 
I Iff. va. G e o r g e Bethel, A n n a Seibel, 
S T. H e r b e r t a n d G. Y. T r a vi s , De­ 
f e n d a n t s . 
G e o r g e Seibel a n d 
An n a 
Seibel, 
w h o s e r e s i d e n c e is u n k n o w n , a n d if 
de ad, t h e i r u n k n o w n he ir s a n d de­ 
visees. will t a k e 
notic e 
t h a t 
T he 
Un io n S a v i n g s A L o a n C o m p a n y of 
E a s t L i ver pool , Ohio, h a s filed Its 
p e ti t i o n in t h e C o m m o n P l pa s C ou rt 
of C o l u m b i a n a C o u n t y , b ei ng Case 
No. 27200, 
a g a i n s t 
t he m, 
p r a y i n g 
t h a t a n y c l a i m o r t it le w h ic h t he y 
m a y h a v e in t h e f o l l o w i n g described 
r e a l e s t a t e , t o - w i t : - 
S i t u a t e d In t he C i t y o f E a s t Liv­ 
erpool, C o u n t y of C o lum biana an d 
S t a t e of Ohio. a n d k n o w n a s a nd 
b e i n g Lot N u m b e r CM ", ar aalii lot 
is n u m b e r e d 
and distinguished on 
t he r e c o r d e d p l a t of 
T h e 
G a m m a 
Addition to said city, be a d j u d g e d 
null a n d void a n d t h a t t he t i tl e to 
s a i d p r e m i s e s 
be 
q u i e t e d 
a g a i n s t 
the m, a n d t h e y be r e q u i r e d to s et 
u p w h a t e v e r I nt e r e s t t h e y m a y h a v e 
In s aid p r e m i s e s o r be f o r e v e r b a r ­ 
red, a n d a s k i n g f o r c a n c e l l a t i o n of 
a p r o m i s s o r y 
note 
a n d m o r t g a g e 
b e a r i n g t h e i r n a m e s , a n d t h a t The 
Union S a v i n g s A Lo a n C o m p a n y be 
a u b r o g r a t e d to the r i g h t of a n y p e r ­ 
s on w h o has, 
o r 
m a y 
h e r e a f t e r 
m a k e , a c l a i m t h e r e u n d e r , a n d f o r 
s u c h o t h e r a n d f u r t h e r r elief a s Is 
pro pe r. 
Said d e f e n d a n t s a r e r e q u i r e d 
to 
a n s w e r on o r b e fo re t h e SOfh da y of 
J a n u a r y , 1937, o r j u d g m e n t will be 
t a k e n a g a i n s t t he m. 
T H E UNION SAVINGS A 
l/OAN COMPANY. 
of E as t L i ver po ol , Ohio 
B EN L B E N N E T T , 
A t t o r n e y a t l a w 
E. U 
Rev iew. Dec. 
24. I L 
193f 
J a n . 7, f t, 21, 1937. 


LEGAL NOTICES 
LEGAL NOTICES 


L K G A L K O T I C K 
T H E S T A T E OK OH lo. 
CO LU MB IA NA COUNTY, es. 
In T h e C o u r t o f C o m m o n P le a s . 
T h e Union S a v i n g s A Loan C o m ­ 
p an y. of E a s t Li ver pool. Ohio, P l a i n ­ 
tiff, vs. K e s i a h C a mp b el l. 8. T. H e r ­ 
bert, a n d G. Y. T r a v i s , D ef end an ts . 
K e s i a h C am p b e l l , w h o s e r es idence 
Ie u n k n o w n , a n d lf 
dead, 
hts 
u n ­ 
k n o w n h e i r s a n d devisees, will t a k e 
n ot ic e 
t h a t T h e Un io n S a v i n g s A 
Loa n C o m p a n y of E a s t 
Liverpool, 
Ohio, ha s filed its pe tition In the 
C o m m o n P l ea s C o u r t of C o l u m b i a n i 
Co u nt y, b e i ng Cast 
N u m b e r 27292. 
a g a i n s t h im. p r a y i n g t h a t a n y c la im 
or title w h i c h he m a y ha v e in the 
f o l l o w i n g d e sc ri be d r eal e st a te , to- 
w it :- 
S l t u a t e d In t he City of E a s t Li v­ 
erpool, C o u n t y of C o l u m b i a n a a n d 
S t a t e of Ohio, a n d 
k n o w n a s and 
b e in g Lot. N u m b e r 39. a s said lot ie 
n u m b e r e d 
a n d 
d i s t i n g u i s h e d 
in 
P l e a s a n t H e i g h t s 
La n d 
a n d 
I m ­ 
p r o v e m e n t C o m p a n y ’s 
Addition 
to 
said city, he a d j u d g ' d null a n d void 
a n d t h a t t h e title to said p r emi s es 
he q u i e t e d a g a i n s t hi m, a n d t h a t he 
he r e q u i r e d to set up w h a t e v e r In­ 
t e r e s t he m a y ha ve in said p r e m i s ­ 
es o r be f o r e v e r b a r r e d , a n d u s k t n a 
fo r c a n c e l l a t i o n 
of 
a 
p ro m i s s o r y 
n o te 
a n d 
m o r t g a g e 
b e a r i n g 
his 
n am e , a n d t h a t Tile Union Having' 
A Lo a n C o m p a n y be s u b r o g a t e d to 
t h e r i g h t o f a n y p e r s o n w h o hits, 
o r 
m a y 
h e r e a f t e r 
m a k e . 
a 
claim 
t h e r e u n d e r , a n d f o r s u c h o t h e r a nd 
f u r t h e r re li ef hs ie pr ope r. 
Said 
d e f e n d a n t 
Ie 
r e q u i r e d 
to 
a n s w e r on o r b ef or e t h e 30th d a y of 
J a n u a r y . IMT, or j u d g m e n t w i n bo 
t a k e n a g a i n s t him 
T H E UNION S AV IN GS A 
LOAN COMPA NY . 
o f E as t Li ver po ol , Ohio. 
B EN L. B E N N E T T . 
A t t o r n e y a t Law. 
E. L. R ev iew , Dec 
21. 
31, 
1936. 
J a n . 7. 14. t i 
1937. 
I 


I . E l i A l. K O T I C K 
T H E S T A T E OK O U K ' 
C O LU MB I A NA COUNTY, sa 
In T h e I o u r ! n f C o m m o n V ice s. 
T h e U ni on S a v i n g s A Lo an C o m ­ 
p an y, of E a s t Liverpool, Ohio. P l a i n ­ 
tiff, vs. J a m e s 0, D el a n e y , Eva 
R. 
De lane y. 
L a w r e n c e 
Bailey, 
C l a r a 
H e n r y 
( F o r m e r l y 
C l a r a 
Bailey) 
Chtwrles O c h e r a n d 
it. 
T. ‘ He r be r t, 
D e f e n d a n t s . 
L a w r e n c e Bailey a n d C h a r l e s Ge- 
ber. whoa*' a d d r e s s is u n k n o w n , a n d 
if de ad, t h e i r 
u n k n o w n 
h ei rs and 
devisees, will t a k e notic e t h a t Tin 
Union H a v i ng s A Lo a n C o m p a n y "f 
E as t 
Li ver pool, Ohio, filed Its p e ­ 
ti ti on In 
t h e 
C o u r t 
of 
C o m m o n 
Ple as of C o l u m b i a n a C o u n t y , be ing 
( ’ase No. 27188. a g a i n s t 
t h e m 
and 
o t h e r d e f e n d a n t s p r a y i n g t h a t t he y 
be requite*) to set w h a t e v e r I n t e r ­ 
est t h e y m a y h a v e in t he p r o p e r t y 
t h e r e i n d escribed, a n d t h a i t he deed 
to C h a r l e s Getter be 
r e f o r m e d 
to 
C o r r e c t ly 
s t a te the 
n a m e 
o f 
t h e 
p r o p e r g r a n t e e , T he Union Hav l uge 
A L o a n C o m p a n y , a n d for s u ch othei 
a n d f u r t h e r relief as in e q u i t y 
It 
m a y be e n t i t l e d to. a n d t h a t s aid 
p r e m i s e s d e s c r i b e d a s follows, 
t o ­ 
w n 
S i t u a t e d in the Betell wood A dd i­ 
t i o n t o t he C it y oT E a s t Liverpool, 
C o l u m b i a n a 
C o u nt y, 
Ohio, 
a n d 
k n o w n a s a u d 
be ing 
lots 
Numb er 
■120. 
421 a n d 422. a s said lots a r e 
n u m b e r e d a n d 
d i s t i n g u i s h e d 
upon 
t h e r e co r d e d plat o f s ai d Bee c hw oo d 
Addition, lie 
q u i e t e d 
a g a i n s t 
all 
c l a i m s o f e v e r y k in d a n d t h a t all 
cloud s u p o n t h e ti tl e be removed. 
Held d e f e n d a n t s 
a r e 
c o m p el l e d 
to 
s e t u p w h a t e v e r I n t e r e s t t h e y m a y 
h a v e in s aid p r e m i s e s o r be p e r p e t ­ 
u al ly e n jo i n e d 
f r o m a s s e r t i n g t he 
aspic. 
Said d e f e n d a n t s a r r 
r e q u i r e d 
to 
a n s w e r on o r befor< t h e 30th da y of 
J a n u a r y . 19.(7, or J u d g m e n t will tx 
t a k e n a g a i n s t them. 
T H E UNION S AV IN GS A 
Ll * A N < 9 i\l PA NT . 
of East Liverpool, Ohio. 
BEN L. B E N N E T T 
A t t o r n e y a t Law 
E. 
L. 
R ev iew . Dec. 
21. 31, 
1936. 
J an . 7, It. 21. 1937. 


I.EOA I. KOTICK 
T H E S T A T E OK OHIO, 
COLUMBIANA COUNTY, as. 
In The C o u r t o f C o m m o n P l e a s . 
T he Union S a v i n g s A L o a n Coni 
puny, of E as t L l verpool, Ohio, P l a i n 
tiff, 
vs E. J. J ones , A n n i e J o n e s 
Ada O. J o n e s , Vi vy an J o n e s , E u g e n e 
J on es , 
S. 
T. 
H e r b e r t a n d 
C h a r l e s 
Corte. De fe nd ant s. 
K. J. J o n es , A n n ie J o n e s , A d a O 
J ones , Vi vya n J ones, E u g e n e J o n e s 
a n d C h a r l e s C o n e , w h o s e a d d r e s s , la 
u n k n o w n , a n d if 
de ad , 
t h e i r 
u n ­ 
k n o w n h e i rs and d evi se es, will t a k e 
notice 
t h a t 
Tho U n i o n 
S a v i n g s 
Lo a n C o m p a n y o f E a s t L i v e r p o o l 
Ohio. filed Its pi tl tl on in t h e C o u r t 
of C o m m o n P l e a s - 
of 
C o l u m b i a n a 
C ou n ty , b e i n g C a s e N u m b e r 27216 
a g a i n s t t h e m a n d o t h e r d e f e n d a n t s 
p r a y i n g 
t h a t 
t h e y 
be 
r e q u i r e d 
to 
set up w h a t e v e r i n t e r e s t t h e y m a y 
h a v e In t he p r o p e r t y 
t h e r e i n 
d e ­ 
scribed. a n d 
t h a t 
t h e 
d e e d 
to 
C h a r l e s C o r t e be r e f o r m e d to c o r ­ 
rectly s t a t e t he n a m e of t h * p r o p e r 
g r n n t e e , T h e Union S a v i n g s A L o a n 
C o mp a n y , a n d for s u c h o t h e r a n d 
f u r t h e r r elief a s in e q u i t y it m a y 
be e n ti t l e d to, a n d t h a t s a i d p r e m ­ 
i s e d e sc ri be d as f oll ows , 
t o - w i t : - 
S i t u a t e d In th e C i t y of E a s t LIV 
erpool. C o u n t y of C o l u m b i a n a a n d 
S t a t s of Ohio. a n d k n o w n a a a n d 
b e i ng t he S o ut h 30 feet of Lo t N u m ­ 
b e r 93 a s s aid lot is n u m b e r e d a n d 
d i s t i n g u i s h e d 
upon 
t h e 
r e c o r d e d 
p l a t of s aid city. Said p a r t o f s ai d 
lot h e re b y co nvey ed f r o n t s 30 f eet 
on 
P e a ch 
Alley a n d e x t e n d s b a c k 
t h e r e f r o m a l o n g 
C e n t e r 
Alley 
60 
feet, be q ui et ed a g a i n s t all c l a i m s 
of e v e r y kind a n d t h a t ail c l ou d a 
upon t he t itle be r e mo v ed . Said d e ­ 
f e n d a n t s a r e c omp e ll ed 
to a et 
u p 
w h a t e v e r I n te r es t t h e y m a y h a v e in 
said p r e m i s e s or be p e r p e t u a l l y e n ­ 
joined f r o m a s s e r t i n g t h e l a m e . 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r on or b e fo re t h e 30th da y of 
J a n u a r y 
1937. or J u d g m e n t will be 
t a k e n a g a i n s t t he m. 
T H E UNION RAVINGS A 
L< *AN C OMPANY. 
of K i s t Li ver pool, Ohio. 
B EN L B E N N E T T , 
A tt or ne y at l a w . 
E. L. Revi ew, 
Dec. 
24, 
SI, 
1336. 
J a n . 7, 14. 21, 1937. 


I.K L % I. 
K O T H K 
T H E S T A T E OK OHIO, 
C OLUMBIANA COUNTY, as. 
In T h e ( o u r ! o f C o m m o n P le a s . 
T he Union S a v i n g s A Lo a n ' ’om 
p a n y , of E a s t Ll verpool, < ihlo, P l ai n 
tiff. 
vs. 
S amue l 
E. 
Dobbs, 
Mabel 
Dobbs, D e b o r a h P. B r a g d o n a n d S 
T 
H e r be r t . D ef end ant s . 
S am u e l 
K. 
Dobbs, Mabel 
D o bb s 
arid D e b o r a h P. Bra g do n, w h o s e ad 
d r e s s Is u n k n o w n , 
a nd 
lf 
de ad, 
t h e i r u n k n o w n he ir s a n d de vi se e s. 
will t a k e notice 
Hist 
Tile 
Union 
S a v i n g s A 
Loa ii C o m p a n y of E a s t 
Liver pool, Ohio, filed Its p e t i ti on Iii 
tile C o u r t of C o m m o n P l e a s of Co ­ 
l u m b i a n a Co u nt y, 
b e i n g 
C a s e 
No 
27197, a g a i n s t t h e m a n d o t h e r d e ­ 
f e n da n ts , p r a y i n g t h a t th e y be r e ­ 
q ui r e d to aet up w h a t e v e r I nt e r e s t 
t h e y m a y 
h a v e 
in 
Hie 
p r o p e r t y 
t h e r e i n de sc rib ed, a n d t h a t the deed 
to D e b o r a h P. B r a g d o n b e r e f o r m e d 
to c o r r e c t l y s t a l e the n a m e of th* 
p ro p e r g r a n t e e . T he Un io n S a v i n g s 
A l.oan C o m p a n y , a nd f o r s uc h o t h e r 
a n d f u r t h e r relief a s In e q u i t y 
It 
m a y be e n t i tl e d to, a n d 
t h a t s a i d 
p r e m i s e s de sc rib ed a s foll ows, 
to- 
w 11: - 
S i t u a t e d in tile City of E a s t EIV 
erpool. C o u n t y of C o l u m b i a n a a n d 
St at e of I ihlo, a mi k n o w n a s Lot 
N u m b e r 1679, as k n o w n a n d d i s t i n ­ 
g u i s h e d on the rec orde d plat of s ai d 
'ity of E as t Liverpool, o h i o , In Mc ­ 
K i n n o n s Addition to s aid city, be 
Uileted a g a i n s t all r l a l m s of e v e r y 
k i n d a n d t ha t all cloud s up on th e 
till* 
be 
r emoved. 
Said 
d e f e n d a n t s 
a r e c omp e ll ed to set 
up w h a t e v e r 
i n t e r e s t t he y m a y 
have 
in 
said 
p r e m i s e s o r lie p e r p e t u a l l y e n j o i n e d 
f r o m a s s e r t i n g the s ame. 
Said d e f e n d a n t s a r e 
r e q u i r e d 
to 
a n s w e r on o r before the 3(Mh da y o f 
J a n u a r y . 1937, o r j u d g m e n t will bi 
t a k e n a g a i n s t them. 
T H E UNH IN RAVI NGS A 
GUAN c o m p a n y . 
of E as t Liverpool, Ohio. 
KEN L. B E N N E T T , 
A t t o r n e y af Law. 
E. L Review. Doc 
Si, 
31, 
1936. 
J a n . 
ll. 21 
1 937. 


L E L A I, 
K O T H E 
T H E S T A T E OK OHIO, 
C O L U M B I A N A COUNTY, es. 
In T h e I o u r ! o f I i i m n n n P l e a s 
T h e Un io n S a v i n g s A l.oan Com 
P any, of E a s t Liverpool, Ohio, P l a i n 
tiff, 
vs. 
K r a n k 
C ap ut o, 
C a r o l i n e 
C a p u t o , P e t e r J. La ve lle a n d S. T 
H e r b e r t , D e f e n d a n t s . 
K r a n k C a p u t o , 
C a r ol in e 
C a p u t o 
a n d P e t e r J. Lavelle, wh o se a d d r e s s 
is u n k n o w n , a n d lf de ad , t h e i r un 
k n o w n h ei rs a n d devisees, will t a k e 
not ic e t h a t T h o Union 
S a v i n g s 
Lo an C o m p a n y of 
Ea st 
Li ver po ol 
Ohio, filed its p e t i ti on in Hie C o u r t 
of C o m m o n P le a s 
of 
C o l u m b i a n a 
C o u n t y , 
b e i n g Cas e 
N u m b e r 27193 
a g a i n s t t h e m a n d o t h e r d e f e n d a n t s 
p r a y i n g t h a t t he y be r e q u i r e d to set 
up w h a t e v e r i n t e r e s t t h e y m a y h a v e 
In 
t h e 
p r o p e r t y 
t h e r e i n d e s c r i b e d 
a n d t h a t t he deed to P e t e r J. La 
veile be r e f o r m e d to c o r r e c t l y s t a t e 
t he n a m e 
o f 
the 
p r op e r 
g r a n t e e . 
T h e U ni on S a v i n g s 
A 
Loan 
C o m ­ 
p an y, a n d f o r s uch o t h e r a n d f u r 
t h e r r e li e f a s In e q ui ty It m a y be 
e n t i t l e d to, a n d t h a t s aid p r e m i s e s 
d e s c r i b e d a s follows, t o - w i t : - 
S l t u a t e d In t he City of E a s t L i v ­ 
e rpo ol , C o u n t y of C o l u m b i a n a a n d 
S t a t e o f Ohio, a n d k n o w n a s a n d 
b e i n g Lot N u m b e r 
7313 
a n d 
the 
W es t 43.33 f eet o f Lot N u m b e r 7314, 
a s s aid lots a r e n u m b e r e d a n d dia- 
t i n g u i s h e d 
u po n the r e c or de d p lat 
of T h e M i d w a y 
La n d 
C o m p a n y ' s 
A dd it io n to s aid 
city. 
be 
q u i e t e d 
a g a i n s t all c l a i m s of e v e r y k i n d a n d 
t h a t all c l ou ds upon the ti tl e he r e ­ 
moved. Said d e f e n d a n t * a r e c o m p e l ­ 
led to eel up w h a t e v e r i n t e r e s t t h e y 
m a y h a v e in s aid 
p r e m i s e s o r be 
p e r p e t u a l l y e n j o in e d f r o m a s s e r t i n g 
t h e s ame . 
Said d e f e n d a n t s a r e 
r e q u i r e d 
to 
a n s w e r on o r before t he 3 0 ' h d a y of 
J a n u a r y , 1937, o r j u d g m e n t will be 
t a k e n a gai n* t t h e m 
T H E UNION S AV IN GS A 
LUAN COMPANY. 
of E a s t Li ver pool, Ohio. 
BKN L. B E N N E T T . 
A t t o r n e y at l a w . 
E. L. 
Revi ew. Dec 
24, 
31. 
1936. 
Fan. 7. It, 21. 1937. 


I . E L A L K O T IC K 
T H E S T A T E OK O HI O 
C O LU MB IA NA COUNTY, ss. 
In T h r l o u r ! o f I n m rn on ( 'le a s . 
T ho Union S a v i n g s A Lo an C o m ­ 
pa ny, of E as t Ll verpool. o h io . P l a i n ­ 
tiff. 
vs. J o h n 
A. 
u ' H a n l o n . 
Mary 
•‘H an lo n, Rossie Si f fo rd a n d S. T. 
H e r b e r t . D e f e n d a n t s . 
J o h n A. o ' M a n l o n . M ar y O ' H a n l o n 
a n d 
Resale Sif ford. 
wh os e 
a d d r e s s 
Is u n k n o w n , a m i if de ad , t h o r u n ­ 
k n o w n h ei rs a n d deviaeea, will t a k e 
notice t h a t 
T h e 
Union 
S a v i n g s 
A 
L oa n C o m p a n y 
of 
Ea st 
Li ver pool, 
(•hi", filed its p e t i ti on In t he C o u rt 
of C o m m o n 
f l e a s 
of 
C o l u m b i a n a 
C o u n t y , b e i n g C as e N u m b e r 27256, 
a g a i n s t t h e m a n d o t h e r d e f e n d a n t s , 
p l a y i n g 
t h a t 
th e y 
be 
r e q u i r e d 
to 
set up w h a t e v e r i nt e r e s t t h e y may 
h a \ 
In Hu 
p r o p e r t y 
t h e r e i n 
de 
s c r i b ' d , a nd t h a t th* deed to Bess!' 
Sif fo rd 
lie 
r e f o r m e d 
lo 
c o rr e ct Iv 
slat* 
th*- 
n a m e 
of 
t he 
propel 
g r a n t e e , T he Uni on S a v i n g s A Loan 
C o m p a n y , a n d f o r s u c h o t h e r a nd 
f u r t h e r relief as 
iii e q u it y 
it in»v 
be e n ti t l e d to a n d t h a t said p r e m ­ 
ises d e sc ri be d as follows, 
t o- w l t : - 
S l t u a t e d in t h e 
S t a t e 
o f 
Ohio 
C o u n t y <>f I ’o l u m b i a n a a n d In the 
City of E a s t Liverpool, aint ktiowqi 
a s a n d b e i ng Lot s N u m b e r 3613 and 
364 1, a s s aid lots a r e n u m b e r e d an d 
d i s t i n g u i s h e d 
upo n 
the 
r ec or de d 
plat of the P l e a s a n t H e i g h t s Land 
a nd I m p r o v e m e n t C o m p a n y ’s A d d i ­ 
t ion to said city, be q u i e te d a g a i n s t 
all c l ai ms o f e v e r y kl ml a n d th at 
all c louds u po n th e title be r emo ve d. 
Said d e f e n d a n t s 
arc 
c o m pe l le d 
to 
set Ult w h a t e v e r i n te re s t t h e y may 
ha ve in said p r e m i s e s o r be p er pe t 
natty e n j o i n e d f r om 
a s s e r t i n g 
tin 
same . 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to I 
a n s w e r on o r b e fo re (lie 3*>th day of 
J a n u a r y . 1937, or j u d g m e n t will be 
t a k e n a g a i n s t t he m. 
T H E UNK IN S A V IN G S A 
I,'IAN COMPA NY . 
of Ea st Li ver pool. Ohm. 
RI N L. REN N E T T 
At to rn e y at Law 
K. 
L. 
R evi ew , 
Dec. 
21. St, 
1936 
J a n . 7, II. 21. 1957. 
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L E G A L K O T H E 
T H E S T A T E OK OHIO. 
C O L U MB I A N A C O UN TY , ss. 
In T h e C o u r t o f C o m m o n P l e a s . 
T h e Uni on S a v i n g s A Lo a n Corn 
p a n y, 
of 
E a s t 
Li ver pool, 
Ohio. 
Pl a i n ti f f , va. H e n r y J. Se a no r, Mary 
R. Se an or , G. Y. T r a v i s a n d S. T 
H e r b e r t , 
D e f e n d a n t s . 
H e n r y J. S e a n o r a n d M ar y R. S a ­ 
ilor, 
w h o s e 
r e s i d e n c e 
Is 
u n k n o w n , 
a n d 
lf dead, 
t h e i r 
u n k n o w n 
h eir 
a n d de vise es, will t a k e n ot i c e th at 
T h e Union S a v i n g s A Lo a n C o m pa n y 
o f Ea s t 
L i v e r p o o l , Ohio, 
h a s filed 
Its 
p e ti ti on 
In 
t h e C o m m o n 
Ple a 
C o u r t of C o l u m b i a n a C o u n t y , b e ing 
C a s e No. 27195, a g a i n s t t h e m . p r a y ­ 
i n g t h a t a n y c l a i m or t itle w hi c h 
t h e y m a y h a v e In t he f o l l o w i n g de- 
a cr i b e d real e s t a t e , t o - w i t : - 
S i t u a t e d in t h e T o w n s h i p o f St 
Clair, C o u n t y 
of 
C o l u m b i a n a 
arid 
S t a t e 
of 
Ohio, 
a n d 
k n o w n 
as 
b e i n g s t a t e o f Ohio, a n d k n o w n .is 
a n d b e ing a p a r t of til** N o r t h w e s t 
q u a r t e r of S e c t i on 30, T o w n s h i p 6. 
R a n g e I, In t he C o u n t y a n d S t a b 
a f o r e s a i d a n d f u r t h e r b o u n d e d a n d 
d e s c r i b e d as f o l l o w s : 
B e g i n n i n g a t 
g r a n t o r s South* a s t 
c o r n e r of s ai d S o u t h e a s t c o r n e r be­ 
i n g in the E a s t line of s ai d N o r t h ­ 
w e s t q u a r t e r : t h e n c e N o r t h 45* o9’ 
W e s t 
232.3 f e e t ; 
t h e n c e 
N o r t h 
37* 
37’ E a s t 
183.95 f e e t; t h e n c e S o u t h 
60* 45* E a s t 66.95 feet to a p o i n t in 
s a id q u a r t e r 
s e c t i o n 
line; 
t h e n c e 
S o u t h a l o n g 
s a i d 
q u a r t e r 
s e c t i o n 
line 267.5 f eet to t h e pla ce o f b e ­ 
g i n n i n g , a n d c o n t a i n i n g 0.631 o f a n 
acre, b*- t he s a m e mo re o r less. T he 
a b o v e d e s c r i b e d p r o p e r t y b e i n g a l ­ 
s o k n o w n a s Lot N u m b e r I in M u l l i ­ 
g a n s u n r e c o r d e d Ad d it io n to G l e n ­ 
moor, 
be 
a d j u d g e d 
nu ll 
a n d 
void 
a n d t h a t t he t i t le to s a i d p r e m i s e s 
be q u i e t e d a g a i n s t t h e m, a n d t h a t 
t h e y be r e q u i r e d to s t u p w h a t e v e r 
I n t e r e s t t h e y m a y 
h a v e 
in 
s a i d 
p r e m i s e s or be fo re ve r b a r r e d , and 
a s k i n g for c a n c e l l a t i o n of a p r o m ­ 
i sso ry 
n ot e a n d 
m o r t g a g e b e a r i n g 
t h e i r 
n a me s , arid 
t h a t 
T h e 
Union 
S a v i n g s A Lo a n C o m p a n y be e u b r o - 
g;tted 
to the 
r i g h t of a n y 
p e r s o n 
w h o has. o r m a y h e r e a f t e r m a k e , a 
c l a i m 
t h e r e u n d e r , 
a n d 
f o r 
s uch 
o t h e r a nd f u r t h e r r el ie f a s is p r o p ­ 
er. 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r on o r b e f o r e t h e 3b th d a y of 
J a n u a r y . 1937, o r J u d g m e n t will be 
t a k e n a g a i n s t t he m. 
T H E UNION S A V I N G S A 
LOAN C OMPANY. 
" f E a s t Li ver pool, Ohio. 
BEN L. B E N N E T T . 
A t t or ne y af Law 
K. 
L 
Revi ew, 
Dec. 
24. 31, 
t936 
J a n . 7. 1 4, 21, 1937, 
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I.El* A I. KOTICK 
I H E ST A T K ' iK " I I I " 
CK »L UM RI A NA COUNTY, ss. 
In The < o u r l o f 4 "M inion P le n a . 
T h e Union S a v i n g s A L o a n C o m ­ 
p a n y of Ea st Liverpool, Ohio, P l a i n ­ 
tiff. vs. 
R a l p h VV. J o h n s o n , Pearl* 
J o h n s o n , 
Percy 
J. 
Mo rg an. 
An n a , 
M o r g a n a n d S. T. H e r b e r t , D ef end- i 
a n t s . 
I 
Percy J. M o r g a n arid A n n a M o r ­ 
g a n , wh o so 
r e s i d e n c e 
is u n k n o w n , 
a n a 
lf de ad, t h e i r 
u n k n o w n 
he irs 
a n d devisees, wilt t a k e n otic e t h a t 
T h e Union S a v i n g s 
A 
l.oan 
C o m ­ 
p a n y of 
Ea st 
Liverpool, Ohio, h a s 
filed its p e ti ti on 
in 
Hie 
C o m m o n 
P le a s C o u r t o f C o l u m b i a n a C o u n t y , 
b e i n g C as e No. 27l9'i, a g a i n s t the m. 


I.KL A I. KOTICK 
I H E SI \ T E O F O H I O 
"I. I MBI AN A C O U N T Z , ss. 
In I b r I o u r t o f C o m m o n P l e a s . 
The Union S a v i n g s A L o a n C o m 
i p.ui'., of Ea s t L i ver poo l, Ohio, P l a i n ­ 
t s v v, C h r i s t i a n L. N e u b a u e r , H a n - 
i a 
Ne ub au e r, S. T. H e r b e r t a n d G. 
Y. Tr avi s, D e f e n d a n t s . 
i h r “Ha n L. N e u b a u e r a n d H a n ­ 
na a 
N e u ba ue r , 
w h o s e r e s i d e n c e 
is 
u n k n o w n , 
arid 
if 
de ad , t h e i r un- 
k ii vv ii he irs a n d d e v i se e s, will t a k e 
rnpp <.• t h a t T h e 
Un io n 
S a v i n g s 
A 
L <n C o m p a n y 
o f . E a s t 
Liverpool, 
lip 
has filed 
its p e t it i o n In the 
(• rn moil 
P l ea s 
C o u r t 
o f 
C o l u m ­ 
b a na C o u n t y , b e i n g C as e No. 27217. 
a g a i n s t 
t h e m , 
p r a y i n g 
t h a t 
a n y 
claim o r title w h i c h t h e y m a y h av e 
in lh*- f o l l o w i n g d e s c r i b e d r e a l es 
ra»e. t o - w i t : 
- m a t e d in t h e C i t y of E a s t L i v ­ 
id, C o u n t y of C o l u m b i a n a a n d 
Sta le of Ohio, a n d 
k n o w n a s a n d 
b-'irig Lot 591, a s k n o w n anil d i s ­ 
t i ng u i s h e d on the r e co r d e d pl a t of 
Ha- I S i m m ’s A dd i t i o n to s ai d C i t y 
s a d 
lot f r o n t s CO 
feet on S p r i n g 
S t r e e t a n d e x t e n d s ha ck t h e r e f r o m 
with a u n i f o r m w i d t h to T i p T o p 
Alley. Also: 
S i t u a t e d in t h e C it y Of 
K ist 
Li ver pool , C o u n t y 
of C o l u m ­ 
bia na a n d S t a t e of Ohio, a n d k n o w n 
a s a nd b e i ng t h a t p a r t o f Lo t N u m ­ 
ber 590 b o u n d e d a s fo ll o ws : C o m 
m i n c i n g a t the S o u t h w e s t c o r n e r of 
sa I 
lot a n d 
r u n n i n g t h e n c e 
w i t h 
w 
I 
line o f s a iii 
Lot 
N o r t h w a r d 
16.3.7 feet; t h e n c e E a s t w a r d a t r i g h t 
i n g l e s to s a i d W e s t line of s aid Tot, 
30 feet to t h e W e s t line of G r e e n 
La ne ; t he n c e w i t h Hie W es t line of 
Gr ee n l^ane S o u t h w a r d 40 f eet a n d 
k inc he s to t he N o r t h line o f T i p 
To p Alle y: t h e n c e w i t h t h e N o r t h 
line of 
T i p 
T o p 
Ailey 
W e s t w a r d 
30.36 feet to t h e pla ce of Ijeginning. 
Also: S i t u a t e d in t he T o w n s h i p of 
St. 
( ’lair. 
C o u n t y 
of 
C o l u m b i a n a 
an d S l a t e of Ohio, a n d 
k n o w n a s 
atid 
b e i ng 
L o t s 
n u m b e r 
170. 
171, 
172. a s s a i d l ots a r e n u m b e r e d a n d 
d i s t i n g u i s h e d on 
th** r e c o r d e d pla t 
of " G a s t o n 
P l a c e ’’ T h i r d 
Addition. 
b ei ng a d j u d g e d 
null a n d void a n d 
t h a t t he title t o s ai d p r e m i s e s b* 
q u i e t e d a g a i n s t t h e m , a n d t tiat t h e y 
be r e q u i r e d to a e t u p w h a t e v e r i n ­ 
t e r e s t t h e y m a y h a v e in s a i d p r e m 
ises o r be f o r e v e r b a r r e d , a n d a s k ­ 
ing f o r c a n c e l l a t i o n of a p r o m i s s o r y 
note 
a n d 
m o r t g a g e 
b e a r i n g 
t h e i r 
n am e s, a n d t Hat Ti le U n i on S a v i n g s 
A Lo a n C o m p a n y be s u b r o g a t e d to | 
the r i g h t of a n y p e r s o n w h o has, o r 
m a y h e r e a f t e r m a k e , a c l a im t h e r e ­ 
u nde r, a n d f o r s u c h o t h e r a n d f u r ­ 
t h e r relief a s is p ro pe r . 
Said 
d e f e n d a n t s a r e 
r e q u i r e d 
to 
a n s w e r on o r b e f o r e t h e 30th d a y of 
J a n u a r y . 1937, o r j u d g m e n t will be 
t a k e n a g a i n s t them. 
T H E C NK IN S W I N G S A 
I , " A N COMPA NY . 
of Ea s t Li ver pool, Ohio, 
BEN L. B E N N E T T 
A t t o r n e y a t I-aw 
K. 
L 
R ev i ew , 
lace. 
21. 31. 
1956. 
J an. 7. it. 21, 1957. 


p e a . ' l ug t h a t a n y 
c la im 
w h i c h 
f he J 
m a y 
ha ve 
in 
l o w i n g d e s c r i b e d 
real 
wit: 


>r 
ti tl e 
t he fob 
e s t a t e , 
to- 


I.EGAI. KOTICK 
T H E S T A T E ( »K " I I I " . 
C OLUMBIANA COUNTY, ss. 
In I k e C o u r t o f C o m m o n Pi nt s. 
The Union S a v i n g s A Loan ('oui 
pan)', of E as t 1,1 verpool. Ohio, Plain* 
tiff. vs. Wil li am I ai nip, Mallei latin p. 
H e rb e rt B ae r a n d ti. T. H e r b e r t , De- 
f ends lits. 
William 
Iatinp 
Mabel 
Gamp a n d 
H e r b e r t Ruer, w h o se a d d r e s s is u n ­ 
known . a n d if de ad, t h e i r u n k n o w n 
he irs and devisees, will t a k e notice 
t ha t The Union 
S a v i n g s 
A 
Loan 
Coin pa n.v 
of 
Ea s t 
Liverpool, Ohio, 
flied 
its 
petition 
Iii 
the C our t 
o f 
C o m mo n Ple as of C o l u m b i a n a Coun 
ty, tieing Cas e No. 
2721 2, 
a g a i n s t 
t i n iii a nd o t h e r d e f e n d a n t s , p r a y i n g 
t h a t I Ii* > he r e q u i r e d 
to 
set 
ill' 
w h a t e v e r i n t e r e s t they m a y have in 
t he pro pe rt y t h e r e i n d esc ribe d, a nd 
t h a t Hie deed to H e r b e r t 
Ruer tx 
r e f or m ed 
to 
c o r r e c t l y 
s l a t e 
Hi* 
n a m e 
u t 
H i e 
p r o p e r 
g r a n l e . . 
Til* 
Union S a v i n g s 
A 
Loan 
C o m p a n y . I p 


L E G A L N O T I C E 
T U E S T A T E " K " I I I " 
COLU MB IA NA COUNTY, ss 
T h e Union S a v i n g s A l.oan Com 
pa ny, of E a s t Li verpool, ('bio. P l a i n ­ 
tiff. 
vs. 
R i c h a r d 
ll. 
K u hn , 
Mabel 
Iv Ulm, 
S. 
T 
IL chert 
a n d 
G. 
Y 
T ravi s. I »• f cudaiits. 
I n 't h e I o u r l o f C o m m o n P le a s . 
R i c h a r d R 
K u l m a n d Mabel Kul m 
w hose resident** is u n k n o w n , a n d lf 
d e ad, t h e i r u n k n o w n h e i rs a n d d e ­ 
visees, will l a k e 
n otic e 
t h a t 
The 
I Ilion S a v i n g s A Loa n C o m p a n y ol 
Gust Liver pool, Ohio, h a s filed II- 
pe t lt io n in t he C o m m o n f l e a s Court 
of C o l u m b i a n a C o u n t y , b e i n g Cast 
No. 27194. a g a i n s t 
t h e m, 
p r a y i n g 
t h a t a n y c l a i m or title w h i ch they 
m a y Im vc in the f o l l o w i n g d e s c r l b 
cd r* ii I e st a t e , t o - w l t : - 
S l t u . H ' <1 In Hit City o f E a s t Llv 
et | " m I, C o u n t y of ( ' o l u m b i a n a a n d 
S t a t e of o hi o, alo! 
k n o w n a s and 
b ei ng Ho 
Wef t 
one h a l f 
t L* • 
of 
Lot No 
19, a - s aid lot is n u m b e r e d 
l a n d d o 11 cg ii jelled on 
Hie 
r ec o r d e d 
I of the G e o r g e Mi Kllllton’s Ohio 
a n d for such o t h e r a n d f u r t h e r re- 
Cliv 
\ d d l t l o n to said city, 
lie 
ad- 
!ief as In equity it may lo- e nt it le d | j udgi <1 null a n d void a n d t h a t th* 
i bcd 


LU G A I, KOTICK 
T H E S T A T E OK OHIO. 
C OLUMBIANA COUNTY, ss 
I n T h e I o u r l of I o m m o n Pleas. 
T h e Union S a v i n g s A Loan C o m ­ 
p a n y, of E a s t Liverpool, Ohio, P l a i n ­ 
tiff, vs. J o h n 
\V. 
Co ver t 
G e n ev a 
C o v er t . E d i t h 
Leister, 
C h a r l e s 
J. 
H o w e l l , a n d S. T 
H e r b e r t , Defend 
a n t s. 
J o h n \\ 
Cover t, 
G e n e v a 
C over t 
a n d E d i th Le is te r m o w Mrs. Le l an d 
F l o y d I, 
a n d 
Churl, s 
J. 
H o w e l l , 
w h o s e a d d r e ss is fink now ti, a n d if 
de ad, t h e i r u n k n o w n h ei rs a n d de 
vised), 
will 
t a k e 
notic e 
t h a t T he 
U n i on S a v i n g s A Lo an C o m p a n y of 
E a s t 
Liverpool, " h i o , flied its p e ­ 
t i t i o n in 
I tm 
C o u rt 
of 
C o m m o n 
P l e a s of C o l u m b i a n a Co u nt y, being 
C a s e No. 
27 192. a g a i n s t t h e m a n d 
o t h e r d e f e n d an t s , p r a y i n g t h a t they 
bs r e q u i r e d to set u p w h a t e v e r In­ 
t e r e s t t h e v ma y h a v e iii the pro p 
e r t y t h e r e i n d esc ribe d, a n d t h a t (lit 
de ed to (Charles J. 
H e w e t t 
he 
r e ­ 
f o r m e d to c o rr e c t ly s l a t e tin 
na me 
of t h e p r o p e r g r a n t e e , Th< 
Union 
S a v i n g s A Loan C o m p a n y , a n d f 
s u c h o t h e r a n d f u r t h e r r el ie f a s In 
e q u i t y it 
ma y 
lie e n t i t l e d to, and 
t h a t s a i d p r e m i s e s d e s c r i b e d a s fol­ 
lows, t o - w l t : - 
S i t u a t e d in the C o u n t y o f C o l u m ­ 
bi ana , T o w n s h i p of St. 
C l a i r 
a nd 
S t a t e of Ohio, a n d 
k n o w n as a n d 
b ei ng Lot s n u m b e r e d 21, 22, 25, 24 
a n d 25, a s s aid lots art* n u m b e r e d 
a n d d i s t i n g u i s h e d u po n t he record 
ed plat of T h e O a k m o n t I ai lid C o m ­ 
p a n y ’s Ad d it io n to St. C l a i r T o w n ­ 
s hip. be q u i e t ed a g a i n s t all c l a i m s 
of e v e r y k in d a n d t h a t all cloud s 
up on t h e title be r e m o v e d . Said d e ­ 
f e n d a n t s 
a r e c o m p e l l e d 
to s e t 
up 
w h a t e v e r i n t e r e s t t h e y m a y h a v e in 
s a i d p r e m i s e s or be p e r p e t u a l l y en 
j oi n e d f r o m a s s e r t i n g t h e same . 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r o n or b e fo re t h e 3oth day of 
J a n u a r y . 1937. o r j u d g m e n t will be 
t a k e n a g a i n s t t he m. 
T H E UNION SAY IN GS A 
LOAN C OMPANY. 
o f K a o Li ver pool, Ohio. 
BLN L. B E N N E T T 
Atto rn ey a t Law 
E. 
L. 
Rev iew. 
Dec. 
24. 31. 
1956. 
I iii. ». 14. 21. 1937. 


Radios. Pianos, Drums, Horns. 


b u y or sell them through the Want 
Ads. 


Car 
need 
repairing, 
read 
the 
Want Ads (or dependable repair 
men. 


to a nd t ha t s aid p r e m i s e s d 
a s follows, to-wi t . 
S i t u at e d iii Hie C ity of Gum I.Iv 
■ epool 
C o u n t y of C o l u m b i a n a 
iud 
Stat** of ohio an d k hew n ho a n d be­ 
ing Lots n u m b e r 132 an d CIU, as said 
lots lire n u m b e r e d a n d d i s t i n g u i s h 
*•<1 on t h e r ecorded plat of Be ec h­ 
wood Addition to said city, be q u i e t ­ 
ed a g a i n s t all c l a i m s of every kind 
a n d Hill I all clo uds upo n t he till* 
be removed. 
Said 
d e f e n d a n t s 
a re 
c o mp el led to set 
up 
w h a t e v e r 
ill 
t e r e s t they inav h a v e iii s ai d p r e m 
ises or he p e r p e t u a l l y e n j o in e d f r o m 
a s s e r t i n g th' s ame 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r on or h e f or r tin' 5tlth day of 
J a n u a r y . 19.37, or j u d g m e n t will be­ 
t a k e n a g a i n s t th. rn. 
T H E I \ ION SAVINGS A 
I 
\ n c o m p a n y . 
of East Liverpool, Ohio. 
BEN L. B EN N ET T , 
A tt o r n e y at Law 
K. L Review 
Dec 
21, 
3:, 
1956. 
J a n . 7. 14. 21. 193,. 


t it b 
to said 
p r e m i s e s 
be 
q u i e t e d 
a g a i n s t t h e m 
a n d t h a t t h e y be re- 
iiuired to set u p w h a t e v e r I n t er e st 
t he y may ha v e in said p r e m i s e s OI 
lie f o r e v e r b ar re d , a n d a s k i n g for 
c a n c e l l a t i o n 
of a 
p r o m i s s o r y 
note 
a n d m o r t g a g e b e a r i n g t h e i r n a m e s 
a n d t h a t TI" t I l i o n S a v i n g s A Loan 
C o m p a ny tx s u b r o g a t e d to Hie r i gh t 
of any p er s on w h o 
lias, 
o r 
may 
h e r e a f t e r , m a k e , a 
c l a i m 
t h e r e u n ­ 
der, a n d for s uc h o t h e r a n d f u r t h e r 
re lie f as Is pro pe r. 
Said d e f e n d a n t s 
a i r 
r e q u i r e d 
to 
a n s w e r on o r b e f o r e Hie 30th d a y of 
J a n u a r y . 1937, o r j u d g m e n t will be 
t a k e n a g a i n " them. 
T H E UNION S A V I N G S A 
I , " AN CUM PANY. 
ot Ka st Li ver po ol , Ohio 
B EN L. B E N N E T T , 
Attorn**' al Law 
E. 
L. 
Revi ew, 
Dec. 
24. 31, 
1956 
J an . 7. It. 21, 1937. 


S i t u a t e d In Hie T o w n s h i p o f l i v ­ 
er poo l. C o u n t y of C o l u m b i a n a a n d 
S t a t e of Ohio. a n d 
k n o w n a a a n d 
b e i n g Lot N u m b e r 4 
as s aid lot is 
n u m b e r e d a n d d i s t i n g u i s h e d on the 
r e c o r d e d plat o f " H o m e l a n d " , a n a l ­ 
l o t m e n t laid o u t 
by 
the 
h e i r s 
of 
G e o r g e F i l c h e r , 
d e ce a se d , 
be 
ad 
j u d g e d null a n d void a n d Hi.ii Hie 
title 
to s ai d 
p r e m i s e s 
be 
q u i e t e d 
a g a i n s t th em, a n d t h a t t h e y be r e ­ 
q u i r e d to set up w h a t e v e r I n te r es t 
t he y may h a v e In s aid p r e m i s e s oi 
be f o r e v e r b a r r e d , a n d . tski ng for 
c a n c e l l a t i o n 
of a 
p r o m i s s o r y 
n ote 
a nd m o r t g a g e b e a r i n g t h e i r n a m e s, 
a n d t h a t T he U ni on S a v i n g s A Loa n 
C o m p a n y be s u b r o g a t e d to t h e r i g h t 
of a n y p e rs o n w h o 
lias, 
o r 
m a y 
h e r e a f t e r m a ke . 
a 
c l a im 
t h e r e u n ­ 
der, arid for s u c h o t h e r a n d f u r t h e i 
re li ef a s is prop er. 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r on o r b e f o r e t h e 30th day of 
J a n u a r y . 1937. o r j u d g m e n t will tie 
t a k e n a g a i n s t t h e m. 
T H E UN IDN H W INGS A 
LUAN COMPANY. 
of E a s t Liverpool. Ohio. 
BEN I,. B E N N E T T 
.Attorney at Law 
E. 
Ik 
R ev i ew , 
Dec. 
21, 51, 
1936. 
J ai l 
J. 14, 21. 1937. 


I .Et. Al. KOTH 17 
T H E ST ATE OK " I I I " 
C o l u m b i a n a c o u n t y , **•. 
In T he I o u r t of t on* im on Ideas. 
T he Union S a v i n g s A L o a n ( ’om 
p an e, of E as t Liverpool. Ohio. P l a i n ­ 
tiff." vs 
L. 
A. 
Wh it e. 
Ruth* 
K. 
White. S 
T 
H e r b e r t a n d 
Andrew 
C ohar ie , D e f e n d a n t s 
Ik 
A. White. R u t h K. W h i t e a n d 
Andrew 
C oh ar i e 
wit ort 
a d d r e s s is 
u n k n o w n , a n d if d e a d 
t h e i r 
u n ­ 
k n o w n heirs a n d devisees, will t a k e 
notice t ha t th* 
Union 
S a v i n g s 
A 
Loan C o m p a n y of 
Ea s t 
Liverpool, 
Ohio. filed Its pe ti ti on in the Co urt 
of C o m m o n 
P l e a s 
of 
C o l u m b i a n a 
Co unty, being C as e 
N u m b e r 27029, 
a g a i n s t t h e m a n d o t h e r d e f e n da nt s , 
p r a y i n g t ha t 
t h e ' 
be 
r e q u i r e d 
to 
set up w h a t e v e r Inte re st they- i nn' 
ha ve 
In 
t he 
p r o p e r t y 
t h e r e i n 
dc- 
scrib* d. a nd t ha t the deed to 
And 
r, w Cohari* be r e f o r m e d to c o r re c t- 
tly 
s t a t e tbc 
n a m e of t h e p ro p e r 
g ra n te e , Th« Union Cav ing s A Loan 
Compa ny, and for s uch o t h e r a n d 
f u r t h e r relief a r in e q u i t y it m a y 
be e nt it le d to. a n d t h a t s aid p r e m ­ 
ises described as follows, t o - w i t : - 
S i t ua te d In th* City of Kant Llv 
erpool. County 
of C o l u m b i a n a a n d 
Sla te of d u o . a n d k n o w n a s and 
b ei ng th* 
North 
r e c t a n g u l a r 
one- 
half of lot n u m b e r .>29. as s aid lot 
is n u m b e r e d a n d d is t i n g u i s h e d u p ­ 
on t he recorded plat of said City of 
Ea st Liverpool, " h io . Said p r em is e s 
fr ont “•• feet on College S t r ee t a nd 
e x t e n d back 
t h e r e f r o m to 1.* feet to 
G r o v e Alley. Also a t r a c t of g r o u n d 
I foot by 34V* feet. off the S o u t h ­ 
we st p a r t of the lot n u m b e r 531. as 
s aid lot is 
n u mb e r e d 
and 
d i s t i n ­ 
g u i s h e d upon the recorded plat 
of 
amid c i ty of E a s t Liverpool. Ohio. be 
q u i e t e d a g a inst all c la ims of ever y 
k i n d a n d t h a t all clouds upon the 
t i t le be r emoved. Said 
d e f e n d a n t s 
a r e c o m p el l ed to set 
up w h a t e v e r 
i n t e r e s t t h e y 
m a y 
hay. 
In 
said 
p r e m i s e s o r be p e r pe t ua l ly e n j o i n ­ 
ed f r o m a s s e r t i n g t he same. 
Said d e f e n d a n t s 
a r e 
re qu ir e d 
to 
a n s w e r on o r b e fo re t he 30th d a \ of 
J a n u a r y . 1937. o r j u d g m e n t w iii be 
t a k e n a g a i n s t them. 
T H E UNION SAVINGS A 
LOAN COMPANY. 
o f E a s t Liverpool, Ohio 
BEN L. B E N N E T T . 
Atto rn ey a t l a w . 
E. Ik R ev iew . Dec 
I t . 
Si. 
1936. 
J a n . 7, 14, 21. 1937. 


I.Et* A I. KOTICK 
I HK S T A T E I )K " H I " 
C d . UMRI.AN A COUNTY, ss. 
In T h e I o u r t of C o m m o n I'lea*. 
T h e I pion S a v i n g s A L o a n C om 
pally cif E as t Li ver pool, u h i o . P l a i n ­ 
tiff. vs. F r e d Ash. S. T. H e r b e r t a n d 
G. V. T r a v i s , D e f e n d a n t s . 
Kred Ash. w h o s e r e s i d e n c e is u n ­ 
k n o w n . a n d lf de ad, his u n k n o w n 
h e i r s a n d de vise es, will t a k e notice 
that 
T h e U ni on S a v i n g s 
A 
Lo a n 
C o m p a n y 
of 
E a s t 
L i ver poo l, Ohio 
ba s filed 
its p e t it io n 
in t h e C o m ­ 
mo n 
P l ea s C o u rt 
of 
( ’o l u m b i a n a 
C o u nt y, 
tieing 
Ca se 
No. 
27320, 
a g a i n s t him. p r a y i n g t h a t a n y c l a im 
o r title w h i c h h e m a y h a v e In the 
fo l l o w i n g d e sc r i b e d r eal e s t a t e , to- 
wit: 
S i t u a t e d I ii t h r C o u n t y of C o l u m ­ 
biana 
In th e S t a t e of O hi o a n d In 
(he City of 
E as t 
L i ver po ol , 
a n d 
houn de d aud d e sc r ib e d as fol l ows :- 
Knowti a s a n d b e i n g t he 
E a s t 44 
feet of Lot N u m b e r (98, a s said lot 
Is n u m b e r e d a n d d i s t i n g u i s h e d u p 
on 
the 
r e c o r d e d 
p la t 
of 
J a m e s 
B l a k e l e y ’s 
Addition to 
s a i d 
city. 
Said part of san] lot is b o u n d e d as 
follow > 
B e g i n n i n g a t 
a 
po int 
on 
S e v e n t h S tr e et 
a d j o i n i n g 
p r o p e r t y 
o w n e d 
by 
Anlia 
Macy 
Neville and 
e x t e n d i n g ba ck 
13V feet t o a n a l ­ 
iet : t he n ce l l feet on line of s a m e 
alley 
to p ro p e r t y 
o w n e d by Rigby 
h ei rs : t h e n c e with t he s a m e line of 
i he R i g by p r o p e r t y to a po int on 
F r a n k l i n .Street; t h e n c e 
a l o n g 
the 
line of F r a n k l i n S tr e e t to a 
point 
on S e v e n t h S t r e e t : t h e n c e a l o n g the 
line of S e v e n t h St r ee t t o t h e place 
of b e g i n n i n g , I**- a d j u d g e d null and 
vol d a n d t h a t ITT*- title to s ai d p r e m ­ 
ises be q u i e t e d a g a i n s t 
him. 
a n d 
th a t he be r e q u i r e d to s e t u p w h a t ­ 
e v e r int e re s t he m a y h a v e in said 
p r em is e s or be f o r e v e r b a r re d , a n d 
a s k i n g f o r c a n c e l l a t i o n of a p r o m ­ 
issory 
n o t e a n d m o r t g a g e b e a r i n g 
his name, a n d t h a t T he U ni on S a v ­ 
ings A l.oan C o m p a n y be s u b r o g a t ­ 
ed to the r i g h t of a n y p e r s o n w h o 
bas, or may h e r e a f t e r m a k e a c la im 
t h e r e u n d e r a n d for s u c h o t h e r a n d 
f u r t h e r re lie f as is pr ope r. 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r on o r b e fu r* t h e 30th day of 
J a n u a r y . 1937, o r j u d g m e n t will be 
t a k e n a g a i n s t the m. 
T H E UNION S AV IN GS A 
LOAN C OMPANY. 
of E a s t Li ver po ol . Ohio. 
BEN L. K E N N E T T 
Attorn* 
rn t,aw 
K. L. R.vievv, 
Dec. 
*4, 31, 
1956. 
Jan. 7, It. 2t. 193J 


I.EG A I. K O T I C K 
I H E S T A T E " E O H I O 
CMI.I Al RI A NA C O U N T S , ss. 
l o 'I'be 4 o u i I til C o m m o n P i r n s , 
T h e Union S a v i n g s A Loa n C o m 
p.my. of Ea s t Ll v e rpo ol , Ohio, P l a i n ­ 
tiff, vs. G l e nn K. Wo ods, B e r t h a M. 
Woods. A l d u s S w a n s o n 
a n d 
S. 
T. 
He r b e r t . D e f e n d a n t s . 
Aldus S w a n s o n , w h o se a d d r e s s is 
u n k n o w n , a n d lf d e ad . his u n k n o w n 
In i rs a n d devisees, will tak> n ot ic e 
t h a t 
The Uni on 
S a v i n g s 
A 
L o a n 
C o m p a n y 
of 
E a s t 
Li ver pool. Uhio, 
filed 
Its 
p e ti ti on 
in 
t h e C o u r t 
of 
( ' o m m o n P le as of C o l u m b i a n a C o u n ­ 
ty. 
b e i n g 
C a s e No. 27210, a g a i n s t 
him a u d o t h e r d e f e n d a n t s , p r a y i n g 
dia l he lie r e q u i r e d to s et up w h a t 
e ve r i n t e r e s t 
he m a y 
h a v e in t h e 
p r o p e r t y t h e r e i n d e s c r i b e d , a n d t h a t 
Hi* deed to him be r e f o r m e d to c o r ­ 
rectly s t a t e t h e n a m e of t h e p r o p e r 
g r a n t e e , TI" 
I Ilion S a v i n g s A L o a n 
C o m p a n y , a n d 
fo r s u c h o t h e r a n d 
f u r t h e r re lie f a s In e qui ty 
it m a y 
be e n t i t l e d t". a n d t h a t s aid p r e m ­ 
iers d e s c ri b e d a s fo ll ows , to wlt:- 
S i t u a t e d in Hie C it y of E as t L i v ­ 
erpool. C o u n t y o f C o l u m b i a n a a n d 
S t a t e of (.ihlo, a n d k n o w n a s a n d 
tieing Lot N u m b e r 3197, as said lot 
is n u m b e r e d a n d d i s t i n g u i s h e d u p ­ 
on Hie r e c o r d e d p l a t of B r a d s h a w ' s 
Ad d it io n to said 
city. 
b e 
q u i e t e d 
a g a i n s t all c l a i m s of e v e r y k i n d a n d 
t h a t all c l ou d s u p o n the tit!* be r e ­ 
moved. Said d e f e n d a n t s a r e c o m p e l ­ 
led t o s et u p w h a t e v e r i n t e r e s t t h e y 
m i - 
h a v e in 
s ai d 
p r e m i s e s o r be 
p e r p e t u a l l y e n j o i n e d f r o m a s s e r t i n g 
t h e s a me . 
Sa id d e f e n d a n t s a r e r e q u i r e d 
to 
a n s w e r on o r o r b e f o r e t h r 3(>th d a y 
of J a n u a r y . 1937. o r J u d g m e n t will 
be t a k e n a g a i n s t t he m. 
T H E UN ION SA Y IN G S * 
LO AN COMPANY. 
o f E a s t Liverpool, Ohio. 
BEN I.. B E N N E T T . 
A t t o r n e y a t laiw. 
E. Ik 
R ev i ew . 
Dec. Ct. Si, 
1956, 
J a n . 7, 14, 21. 1937. 


I ,E t . A l, K O T I C K 
T H E ST A T E OK " H I " 
C O LU MB I A NA COUNTY, es 
In T h r ( o u r l o f I t t o u n n n P le a s . 
Tile Uni on S a v i n g s A l.oan Corn 
p an y, of E a s t Li ver poo l, Ohio, P l a i n ­ 
tiff, va. L ou i s S h e p p a r d , Gail S h e p ­ 
p a r d , A u g u s t u s J. K g n e r a n d S. T. 
H e r b e r t , 
D e f e n d a n t s . 
Gall S h e p p a r d a n d 
A u g u s t u s 
J 
K g n e r , w h o s e a d d r e s s is u n k n o w n 
a n d 
if d ea d. t h e i r u n k n o w n 
h e i rs 
a n d de vi se e s, will t a k e n ot ic e t h a t 
T h e Un io n S a v i n g s 
A 
Loa n 
C o m ­ 
pany of E a s t L i ver po ol , Ohio, filed 
lls p e ti t i o n 
in the C o u r t of C o m 
m o n 
P l e a s of C o l u m b i a n a C o u n t y , 
b e i n g (.'un*. No. 27259. a g a i n s t t h e m 
a nd o t h e r d e f e n d a n t s , p r a y i n g t h a t 
they be r e q u i r e d to 
Set 
up 
w h a t ­ 
e v e r i n t e r e s t t h e y may ha ve iii H i* 
p r o p e r t y t h e r e i n d e sc r i b e d , a n d t h a i 
(tie de ed lo A u g u s t u s J. 
Uglier he 
r e f o r m e d 
to 
c o r r e c t l y 
s t a t e 
the 
n a m e 
of 
t he 
p r o p e r 
g r a n t e e , 
T he 
U ni on S a v i n g s 
A 
L o a n 
C o m p a n y , 
a u d f o r s u c h o t h e r a n d f u r t h e r r e ­ 
lief a s iii e q u i t y it m a y lie e n t i t l e d 
to, a n d t h a t s a i d p r e m i s e s de s c r i b e d 
a s follow s, t o - w i t ;- 
S i t u a t e d In t h e T o w n s h i p of St. 
Cl ai r, in tile C o u n t y of C o l u m b i a n a 
a n d S t a t e of Uhio, a n d b e i n g p a r t 
of Hie N o r t h e a s t q u a r t e r of Se ctio n 
30. T o w n s h i p 6, R a n g e I a n d b o u n d ­ 
ed a n d d e s c r i b e d a s fo ll o ws , t o - w i t : 
B e g i n n i n g on tile W e s t line of th*- 
s ai d 
N o r t h e a s t 
q u a r t e r a t a 
point 
w h i c h is 157 feet S o u t h of the a t o n e 
set 
a t 
t he q u a r t e r s ec t io n 
c o r n e r 
o n t h ' 
N o r t h line o f Hie said S e c ­ 
tion 30. T. 6, Ii 
I a n d r u n n i n g f r o m 
s a i d point North ’!5* 20’ Ea s t 210.6 
feet to a c o r n e r oil t h e Ea s t s ide "f 
the Pub li c Road. t h e n c e N o r t h 
15* 
20’ E a s t 133 feet to a c o r n e r in ih« 
P u b l i c 
Road: 
t h e n c e 
No rt h 
7* 
25' 
W es t 
161.7 feet to a 
point on lh* 


EKG Al. K OTI CK 
T H E S T A T E OK OHIO, 
I S l u m b i a n a Co u n t y . £ 
In The C o u r t o f I o m m o n P le n a . 
T h e Union S a v i n g s A L o a n C om- 
re* nv 
of E a s t Li ver poo l, Ohio, P l a i n ­ 
ti f f 'vs C e l la 
Bailey. 
J o h n 
G r a n t 
Bailey. B u r n s W. E v l n g e r a n d S. T 
H e r b e r t . D e f e n da nt s . 
Cel i a Bai ley a n d B u r n s W. E v i n g 
e r 
w h o s e a d d r e s s Is u n k n o w n , a n d 
if* de ad, t h e i r u n k n o w n 
h e i r s a n d 
devisees, will t a k e n ot i c e t h a t T h e 
Union S a v i n g s A Lo an C o m p a n y of 
E a s t Li ver pool, Ohio, filed i t s p e t i ­ 
tion in t h e C o u r t of C o m m o n P l ea s 
o f C o l u m b i a n a C o u n t y , b e i n g C as e 
No 
27191, a g a i n s t t h e m a n d o t h e r 
d e f e n d a n t s , p r a y i n g t h a t t h e y be r e ­ 
q u i r e d , to s e t u p w h a t e v e r i n t e r e s t 
t h e y m a y 
h a v e 
in 
t h e 
p r o p e r t y 
t h e r e i n d e s c ri be d , a n d t h a t t h e deed 
to B u r n s VV. E v l n g e r . b e r e f o r m e d to 
c o r r e c t l y s t a t e 
t h e 
n a m e "of 
the 
p r o p e r g r a n t e e , T h e U n i on S a v i n g s 
A Lo a n C o m p a n y , a n d f o r s u c h o t h e r 
a n d f u r t h e r r e li e f a a In e q u i t y it 
m a y be e n t i t l e d to. a n d t h a t s aid 
p r e m i s e s d e s c r i b e d a s f ol l ows , 
to- 
wit :- 
S i t u a t e d in t h e C it y of E a s t L i v ­ 
e rpool, C o l u m b i a n a C o u n t y , S t a t e of 
Ohio, a n d k n o w n a s a n d b e i n g t h a t 
p a r t 
of 
L ot s 
n u m b e r e d 
3257 
a n d 
3258 a s s aid lots a r e n u m b e r e d a n d 
d i s t i n g u i s h e d 
up o n 
t h e 
r e c o r d e d 
p la t o f B r a d s h a w ’s A dd i t i o n t o said 
c i t y w h i c h a r e m o r e f u l l y d e s c r i b e d 
bv b e i n g b o u n d e d a s f o l l o w s : C o m ­ 
m e n c i n g a t t h e S o u t h w e s t c o r n e r of 
th e i n t e r s e c t i o n of M i n e r v a a n d R i v ­ 
e r v i e w S t r e e t s a n d 
r u n n i n g t he n ce 
S o u t h a l o n g 
R i v e r v i e w 
S t r e e t 
a 
d i s t a n c e of 76.35 f e e t to t h e S o u t h ­ 
e a s t c o r n e r o f 
lot 
n u m b e r 
32*7. 
In a S o u t h w e s t w a r d l y d i r e c t i o n a n d 
In a line p a r a l l e l 
w i t h 
t h e 
S o u t h 
line of M i n e r v a S t r e e t a n d S e v e n t y - 
six a n d t hi r ty five one h u n d r e d t h s 
(76.35) 
fe et d i s t a n t 
t h e r e f r o m , 
a 
d i s t a n c e of 31.62 feet to a p o i n t on 
t h e line of Lot N u m b e r 3258: t h e n c e 
N o r t h a n d in a line p a r a l l e l w i t h 
t h e W e s t lino of R i v e r v i e w S t r e e t 
a n d 31.62 f eet d i s t a n t t h e r e f r o m a 
d i s t a n c e of 76.36 to t h e S o u t h line 
of M i n e r v a S t r e e t : t h e n c e in a N o r t h ­ 
e a s t w a r d l y d ir ec t io n a l o n g M i n e r v a 
S t r e e t a d i s t a n c e of 31.62 
f e e t 
to 
t h e p l a ce 
o f 
b e g i n n i n g 
t o g e t h e r 
w i t h t h e r i g h t to use. r e p a i r a n d 
r e l a y a c e r t a i n s a n i t a r y s e w e r as 
n o w 
laid a n d e x t e n d i n g f r o m 
the 
p r e m i s e s h e r e i n 
d e s c r i b e d 
a c r o s s 
the W e s t 
p a r t 
of 
Lot s n u m b e r e d 
J257 a n d 3258 to o a k St r ee t . 
Also 
t h e 
f o l l o w i n g 
d e s c r i b ' d 
pr emi s es , s i t u a t e d in t h e 
C i t y 
of 
E a s t 
Li ver poo l. County^ o f C olutn 
ilia na a n d S t a t e o f Ohio, a n d k n o w n 
a s a n d b e i n g t h a t p a r t of L o t s n u m 
bored 3258 a n d 3259 in B r a d s h a w s 
A dd it io n to s a i d City, b o u n d e d a n d 
d e s c r i b e d a s fo ll ows :- B e g i n n i n g al 
t h e S o u t h e a s t c o r n e r 
of 
l a n d s 
of 
W i l l i a m B r a nt le y w h i c h p o i n t is on 
R i v e r v i e w S t r e e t 76.35 
fe e t 
S o u t h 
f r o m t h e N o r t h w e s t c o r n e r o f R i v ­ 
e rvi ew 
S t r e e t a n d 
M i n e r v a S t r e e t ; 
t h e n c e S o u t h w i t h W e s t line of R i v ­ 
e rv ie w s t re e t . 38 feet 
to 
a 
p oi n t , 
t h e n c e a t r i g h t a n g l e s W e s t 2a feet 
to t h e S o u t h e a s t c o r n e r o f l a n d s ot 
Andrew 
J a c k s o n : t h e n c e 
N o r t h 
19 
feet w i t h t h e l a n d s o f J a c k s o n to 
t he S o u t h w e s t c o r n e r o f 
l a n d s 
of 
W i l l i a m 
B r a m l e y ; 
t h e n c e 
N o r t h 
.•ast 
31.62 fe e t 
w it h 
t h e 
l a n d s 
ot 
W i l l i a m B r a m l e y to t h e p l a ce o f b e ­ 
g i n n i n g . 
Also c o n v e y i n g a n d t r a n s ­ 
f e r r i n g h e r e w i t h In 
fee 
s i m p l e 
a 
c e r t a i n e a s e m e n t c o n s i s t i n g of a n a 
foot r i g h t 
of 
way 
m e n t i o n e d a u d 
d e s c r i b e d In a deed f r o m E. AV. Hill 
a n d A 
D 
Hill t o W i l l i a m B r a m l e y 
r e c o r d e d April 13. 1905. Iii V o lu m e 
294 
R ag e 272, C o l u m b i a n a C ou n ty 
r e c o r d s of deeds. 
Also 
t h e 
f o l l o w i n g 
d e s c r i b e d 
p r e m i s e s s i t u a t e d in 
t h e 
c i ty 
ot 
E a s t Li ver po ol , C o u n t y of C o l u m b l 
a n a a n d S t a t e of Uh io a n d k n o w n 
a s a n d tieing t h a t p a r t o f l ot s n u m ­ 
b e re d 3259 a n d 326« in B r a d s h a w s 
\ d d t t i o n t o s a i d 
city, 
w h i c h 
a r e 
m o r e 
f u ll y 
d e s c r i b e d 
b y 
b e i n g 
b o u n d e d a s f o ll o ws : C o m m e n c i n g on 
t h e AV e st s i de of R i v e r v i e w s t r e e t 
at t he S o u t h e a s t c o r n e r o f l a n d s o r 
Bell'- C. B r a m l e y : t he n c e S o u t h w i t h 
t h e line o f R i v e r v i e w s t r e e t 30 feel 
t o t h e N o r t h e a s t c o r n e r o f t h e l a nd 
o f 
T h e D a v l d - D u f f y 
C o m p a n y , 
t h e n c e W e s t w i t h t h e line o f l a n ds 
o f TIU* D a v l d - D u f f y 
C o m p a n y . 
50 
f e e t - t h e n c e N o r t h w i t h t he l ine of 
l a n d s o f M. lh L o g a n 30 feet, t he n c e 
E a s t w i t h t he line of l a n d s o f And 
r e w J a c k s o n a n d Belle (_. B r a ml e y 
50 
feet to t h e p l a ce o f b e g i n n i n g . 
be 
q u i e t e d a g a i n s t 
all 
c l a i m s 
of 
ev er y k i n d a n d t h a t all c l o u d s u p o n 
t h e ti tl e be r e m ov e d . Said d e f e n d ­ 
a n t s a r e c o m p e l l e d to s et u p w h a t 
e v e r i n t e r e s t t h e y m a y h a v e in s a i d 
p r e m i s e s o r be p e r p e t u a l l y e n j o i n e d 
f r o m a s s e r t i n g t he s a me . 
Sa id d e f e n d a n t s a r c 
r e q u i r e d 
t o 
MHWer o n o r b e fo re t h e 30th d a y "I 
J a n u a r y . 1937. o r j u d g m e n t will br 
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in gs A L oa n C o m p a n y , a n d fo f (such 
p r o p e r g r a n t e e . T h e Un io n S a v i n g s 
o t h e r arid f u r t h e r r el ie f a s in e qui ty 
A Loa n 
C o m p a n y , 
a n d 
fy r 
s u c h 
it m a y be e n t i t l e d to. a n d t h a t s aid I o t h e r a n d f u r t h e r relief -is in o.mifMA 
~ ~ — — J 
" ....................................................' L1- ™ * ’! . 
A ™ 1},1* * , ‘.0* a n d t h a t 
foll ows, 
to- 
p r e m i s e s d e s c r i b e d a s 
w it :- 
S i t u a t e d in t h e C i t y o f E a s t Liv 
erpool. C o u n t y of C o l u m b i a n a a n d 
S t a t e o f Ohio, a n d 
k n o w n a s a n d 
b e i n g t h a t W e s t 43 fe e t 
8 
inc he s 
(43 ft. 8 in.) of Lo t N u m b e r 889. a s 
s aid lot is k n o w n a n d d i s t i n g u i s h e d 
on th e r e c o r d e d pl a t of a n a d d i t i o n 
to s ai d c i ty laid o u t by Basil S i m m s 
Said p a r t of s ai d lot h e r e b y c o n v e y ­ 
ed f r o n t s 4I» feet on G r e e n L a n e a n d 
e x t e n d s b a c k 
t h e r e f r o m 
r e c t a n g u ­ 
larly a l o n g S p r i n g S t r e e t 
40 
feet 
a n d R inches. 
S i t u a t e d In t h e C i t y of E a s t L i v ­ 
e rpool. C o u n t y of C o l u m b i a n a a n d 
S t a t e of Ohio, a n d 
k n o w n a s a n d 
b e i n g L ot s n u m b e r 867 arid 888, a s 
s aid lots a r e n u m b e r e d a n d d is t in 
g u i s h e d on t he 
r e c o r d e d 
pl a t 
of 
Basil S i m m s A d d it io n to s a i d city 
o f E a s t Li ver pool, Ohio, be q u i e t e d 
a g a i n s t al] c l a i ms of e v e r y k i n d a n d 
t h a t nil c l ou d s upon t he t i t le be r e ­ 
moved. Sa id d e f e n d a n t Is c o m p e l l e d 
to s et u p w h a t e v e r i n t e r e s t s h e m a y 
h a v e in s a i d p r e m i s e s o r be p e r p e t ­ 
ually e n j o i n e d f r o m 
a s s e r t i n g 
t h e 
s ame . 
Said 
d e f e n d a n t 
is 
r e q u i r e d 
to 
a n s w e r on o r b e fo re Hie 30th da y of 
J a n u a r y . 1937, o r j u d g m e n t will be 
t a k e n a g a i n s t him. 
T H E U NI ON S A V I NG S A 
LOAN COM PA NT. 
of E a s t Li ver pool, Ohio 
B EN I.. B E N N E T T . 
A t t o r n e y a t l a w . 
E. 
I.. 
R ev iew . 
Dec. 
21. 31. 1956, 
J a n . 7. 1 4, 21. 1937. 


p r e m i s e s d e s c r i b e d a s fo ll ows , to- 
w it : - 
S i t u a t e d in t h e C i t y o f E a s t L i v ­ 
erpool. C o u n t y o f C o l u m b i a n a a n d 
S t a t e of Ohio, a n d 
k n o w n a s a n d 
b e i n g Lot s n u m b e r 300 a n d 301, a s 
s ai d lots a r e n u m b e r e d a n d d i s t i n ­ 
g u i s h e d on t he 
r ec o r d e d 
p l a t 
o f 
“ B e e c h w o o d ’’ Ad d it io n t O ' s a i d c ity, 
be q u i e t e d 
a g a i n s t 
all 
c l a i m s 
of 
e v e r y k i n d a n d t h a t a l l c l ou ds u p o n 
t h e ti tl e be r e m ov e d . Sa id d e f e n d ­ 
a n t s a r e c o m p e l l e d to s e t u p w h a t ­ 
e v e r i n t e r e s t t h e y m a y h a v e In s ai d 
p r e m i s e s o r be p e r p e t u a l l y e n j o i n e d 
f r o m a s s e r t i n g t h e s a m e . 
Sa id d e f e n d a n t s a r e 
r e q u i r e d 
t o 
a n s w e r o n o r b e fo re tile 30th d a y of 
J a n u a r y . 1937, or j u d g m e n t will be 
t a k e n a g a i n s t th em, 
T H E UNION SA V IN G S A 
LOAN COMPA NY , 
o f E a s t Li ver pool, Ohio. 
B EN L. B E N N E T T . 
A t t o r n e y a t Law. 
E. L. Review-. Dec 
21, 
31, 
1936, 
” 
" 
1 4, 21. 1 957. ’ 
J a n . 


L E G A I, K O T K E 
T H E S T A T E OK OHIO. 
C OLU MB IA NA COUNTY, ss. 
In T h e C o u r t o f C o m m o n Pleas. 
T h e Un io n S a v i n g s A L o a n C o m ­ 
pany. 
of 
E a s t 
Li v er p oo l, 
Ohio, 
Pla in ti f f, 
vs. 
O s c a r 
C. 
S l m me n s . 
Kreida Siinrnens, S. T. H e r b e r t a n d 
G. A". T r a v i s . D e f e n d a n t s . 
(.•scar 
C. 
S l m m e n s , a n d 
F r i e d a 
Si mme ns . w h o s e r e s i d e n c e 
Is 
u n ­ 
k now n, a u d if dead, t h e i r u n k n o w n 
he ir s a n d devisees, will t a k e notic e 
t h a t T h e Un io n 
S a v i n g s 
A 
Loa n 
C o m p a n y 
o f 
E a s t 
L i ver po ol , 
Ohio 
has filed 
its p e t i t i o n in 
t h e C o m ­ 
mon P l e a s 
C o u r t 
of 
C o l u m b i a n a 
C o u nt y, 
b e i n g 
C a s e No. 
27196. 
a g a i n s t t h e m , 
p r a y i n g 
t h a t 
a n y 
c la i m oC ti tl e w h ic h t h e y m a y ha ve 
in 
t h e 
f o l l o w i n g 
d e s c r i b e d 
real 
e st a te , t o - w i t : - 
S i t u a t e d (,r» the T o w n s h i p of St. 
Clair, 
C o u n t y 
of 
C o l u m b i a n a 
a n d 
Stat. 
o f Ohio, a n d 
k n o w n as a n d 
b e ing Lot N u m b e r I. a s s aid lot is 
n u m b e r e d 
a n d 
d i s t i n g u i s h e d 
u po n 
tit” plat of t h e t r a c t of la n d s u b d i ­ 
vided b y 
J. 
N. 
H a n l e y a n d 
Willis 
D a v i ds on a n d k n o w n a s "St. C la ir 
G a r d e n s , ” be K d j u d g e d n u l l a n d void 
a n d t h a t t he t itle to s ai d p r e m i s e s 
bv q u i e t e d a g a i n s t t h e m , a n d t h a t 
t h e y be r e q u i r e d to s e t 
up wtiai- 
1 \ e r i n t e r e s t t he y m a y h a v e in s a i d 
p r e m i s e s o r be f o r e v e r b a r r e d , a n d 
a s k i n g for c a n c e l l a t i o n o f a p r o m 
issory 
n o t e a n d m o r t g a g e b e a r i n g 
t h e i r n a m e s , and t h a t 
T h e 
Union 
S a v i n g s A Loan C o m p a n y be s u b r o ­ 
g a t e d to t h e r i g h t 
o f a n y 
p e rs o n 
w h o has. o r m a y h e r e a f t e r m a k e , a 
c l a i m 
t h e r e u n d e r , 
a n d 
fo r 
s u c h 
o t h e r a n d f u r t h e r r e l i e f a s is proper. 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r on o r b e f o r e lite 30th d a y of 
J a n u a r y . 1937, o r j u d g m e n t wili be 
t a k e n a g a i n s t t he m. 
T H E UNION SA V IN G S A 
l o a n c o m p a n y . 
of Ea s t Li ver poo l, Ohio. 
B EN I.. B E N N E T T . 
A t t o r n e y at Law. 
E. 
L 
Rev iew, 
I rec. 
24. 31, 1936, 
J a n . 7. 1 4. 21. 1937. 


TMK «*r < 
'■ ' O T I CK 
( ’iii i 
U F o h i o . 
i i t I - # NA C O UN T A', ss. 
T h e Rot ? Ur' o t 
P le a s , 
P a n ? 
o f p i t S,*,v in * 8 4 Lo an C o m - 
t i f f ' vs 
l n 
. l h 
er.p<)o1' Ohio. P l a i n - 
* 
J o s e p h D. Morse, H a t t i e K . M o rs e 
a n d E d n a McChris tle. w h o s e a d d r e s s 
is u n k n o w n , a n d if d ea d. t h e i r 
k n o w n h e i r s a n d d e v i s e e s will t* 
n otic e t h a t 
T h e 
Un io n 
S a v i n g s 
A 
Lo an C o m o a n v 
r>* 
* 


u n - 
ill t a k e 
... ...... ii u e aa , i n 
k n o w n h e i r s a n d de vise es, w 
not ic* 
t h a t T h e 
U ni on 
S a y . u s * « 
Company o f 
E a s t L i v er p oo l, 
led I * - --- 
. 
„ 
VI 
o il 
. __ 
" h i o , filed its p e ti t i o n in t he C o u r t 
of C o m m o n P l e a s 
o f 
C o l u m b i a n a 
C o u n t y , b e i n g C a s e N u m b e r 27213, 
a g a i n s t t h e m a n d o t h e r d e f e n d a n t s , 
p r a y i n g 
t h a t 
t h e y 
be 
r e q u i r e d 
to 
s et u p w h a t e v e r i n t e r e s t t h e y m a y 
h a v e in t h e 
p r o p e r t y 
t h e r e i n 
d e ­ 
s cr ibed. a n d t h a t t h e d e e d to E d n a 
A t " ' b r i s t l e be r e f o r m e d to c o r r e c t ! i | ^ h 
s t at e t he n a m e of the p r o p e r g r a ' ^ ^ P 
tee. T h e U n i on S a v i n g s A L o a n C o m ™ 
pany. a n d f o r s u c h o t h e r a n d f u r ­ 
t h e r re li ef a s in e q u i t y it m a y ba 
e n t i t l ' d to. a n d t h a t s a i d p r e m i s e s 
d e sc r ib e d a s f oll ows , 
t o - w i t ; - 
S i t u a t s d in Hie S o u t h h a l f of S e c ­ 
tion 32. T o w n s h i p 6, R a n g e I, in L i v ­ 
erpool T o w n s h i p , C o l u m b i a n a C o u n - 
ty, o h i o , a n d in t h a t 
p a r t o f t he 
T h o m a s S. C r o f t f a r m 
w h i c h 
h a s 
been p l a t t e d a n d 
r e c o r d e d 
in 
t h e 
plat r ec or ds of s ai d c o u n t y , a t L i s ­ 
bon. u h i o , a s t h e L a C r o f t A llotme nt, 
a n d k n o w n a s a n d b e i n g L o t s n u m ­ 
be re d RRC. NSI. 882, 883. RR4, 885. 886. 
SS7, 888 a n d 889, be q u i e t e d a g a i n s t 
all c l a i m s of e v e r y k i n d a n d t h a t 
all c l o u d s up on t h e t i tl e be r e m o v e ^ 
Said d e f e n d a n t s a r e 
c o m p e l l e d 
to 
s et u p w h a t e v e r i n t e r e s t t h e y m a y 
h a v e in s aid p r e m i s e s o r be p e r p e t ­ 
u ally 
e n j oi ne d 
f r o m 
a s s e r t i n g t h e 
s a m e . 
Sa id d e f e n d a n t s a r e 
r e q u i r e d 
t o 
a n s w e r on o r b e f o re t h e 3<tth d a y of 
J a n u a r y , 1937. o r j u d g m e n t will be 
t a k e n a g a i n s t t he m. 
T H E U NI ON S A V I NG S A 
LOAN C OMP AN Y , 
o f E a s t Li ver pool, Ohio. 
BEN Tk B E N N E T T . 
A t t o r n e y at Law. 
E. L. Revi ew, lice 
J a n . 7. 14. 21. 1937. ' 
24, 
31. 
1936, 


N o r t h line of t h e en id Section 
t h e n c e 
w i t h Hie s ec t io n 
line 
Ea s t | t a k e n a g a i n s t t he m. 
555.3 feet: t he n ce S o u t h 167.6 feet to 
T H E UNION SA Y IN G S A 
poin t in the P u b l i c R o a d ; t h e n c e j 
LOAN COMPANY, 
of E a s t Li ver pool, Ohio 
BKN L. B E N N E T T . 
N o r t h 45* P i ’ W e s t 697.10 feet to 
c o r n e r 
in 
tile c r o s s 
r o a d s ; 
t he n ce 
w i t h Hie q u a r t e r s ec t io n line Nort h 
754 feet to the place of b e g i n n i n g , 
a n d c o n t a i n i n g a n a r e a of 15 acre> 
of land, be Hi*- s a m e mon* o r lee.-, 
be q u i e t e d a g a i n s t 
all 
c l a i m s 
ot 
e v e r y ki nd a n d t h a t all c l o u ds upon 
t h e ti tl e be r e m o v e d . Said d e f e n d ­ 
a n t s a r e c o m p e l l e d to set up w h a t ­ 
e v e r i nt e r e s t t h e y m a y h a v e In said 
p r e m i s e s or be p e r p e t u a l l y e n j o i n e d 
f r o m a s s e r t i n g t h e s ame . 
Sa id d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r on or b ef or e tile IS MI Ii d a y of 
J a n u a r y , 1937. o r j u d g m e n t will be 
t a k e n a g a i n s t t he m. 
T H E UNION S A VI N G S A 
l o a n c o m p a n y . 
»f E a s t Li ver pool , Oh io 


A t t o r n e y at fa»w. 
E. Ik Revi ew. Dec 
J a n . 7. 14. 21, 1937. ’ 
24. 
JI. 
1936 


B E N I. B E N N E T T . 
Alterne* at l a w 
K. L. Revi ew, I *ec 
J a n . 7, 1 4. 21, 1937. 


L E G A L K O T IC K 
T H E S T A T E OK OHIO. 
C O LU MB IA NA C OUNTY, ss 
In T h e C o u r t o f ( 001 m o o P le n a 
Tilt* Union S a v i n g s A l.oan C o m ­ 
pany. o f E a s t Ll verpool. o h io , P l a i n ­ 
tiff, 
vs. 
Michael J. 
L a wl e ss . S. T 
H e r b e r t a n d G. Y. T r a v i s , D e f e n d ­ 
a nts. 
Michael J. 
L aw l e s s , 
w h o s e resi 
delict* is u n k n o w n , a n d if dead, his 
u n k n o w n h e i r s a n d 
devisees, 
will 
I t a k e notice t h a t T h e Union S a v i n g s 
A l.oan C o m p a n y of E a s t Liverpool, 
4 
1 diio. ha s fli ed its p e t it io n in 
th* 


21, 
31. 
1936 


L E G A L K O T K E 
T H E S T A T E O K O H I U 
C OL UM BI AN A COUNTY, ss 
I n T h e C o u r t o f C o m m o n P l e a s . 
T h * Un ion S a v i n g s A Loan C o m ­ 
p a n y , o f E a s t Li ver po ol , Ohio, P l a i n ­ 
tiff, vs. J o s e p h 
F 
Le G ra n d . I o n a 
D a l e Le G r a n d S. T. H e r b e r t a n d G. 
Y. T r a vi s , 
D e f e n d a n t s . 
J o s e p h K. Le 
G r a n d 
a n d 
I o n a 
Da l e L e G ra n d, w h o s e r es d e n c e is 
u n k n o w n , a n d 
lf de ad. 
th-d r 
u n ­ 
k n o w n h e i r s a n d devisees, will t a k e 
not ic e 
t h s t T h e 
U n io n 
S a v i n g s 
A 
Lo a n C o m p a n y of 
Ea st 
Li ver pool, 
Ohio, h a s filed i t s pe ti ti on in t h e 
C o m m o n P l e s s C o u r t of C o l u m b i a n a 
C o u n t } , b e in g C a s e 
N u m b e r 
27219. 
a g a i n s t the m. 
p r a y i n g 
t h a i 
a n y 
c l a i m o r title w h i c h t h e y ma y h a v e 
in 
t he 
f o l l o w i n g 
d e s c ri b e d 
r e a l 
e s t a t e , t o - w i t : 
S i t u a t e d In t h* city of E a s t Li v­ 
e rpool. C o u n t y o f C o l u m b i a n a a n d 
S t a t e o f Ohio, a n d k n o w n as a n d b e ­ 
in g Lot N u m b e r 7 428 a n d Lo* N u m ­ 
b e r 7429. as s ai d lots a r e n u m b e r ­ 
ed a n d d i s t i n g u i s h e d on t h e r e c o r d ­ 
ed p l a t of T he P u r i t a n laind C o m ­ 
p a n y ' s Addition to s aid city 
be a d ­ 
j u d g e d null a n d void a n d t h a t t h e 
title to s ai d 
p r e m i s e s 
be 
q u i e t e d 
a g a i n s t them. a n d t h a t t h e y be r e ­ 
q u i r e d to s e t u p w h a t e v e r i n t e r e s t 
th e y m a y h a v e in s ai d p r e m i s e s o r 
be f o r e v e r b s r r e d , a n d a s k i n g f o r 
c a n c e l l a t i o n 
of a 
p r o m i s s o r y 
n o t e 
a n d m o r t g a g e b e a r i n g t h e i r n a m e s , 
a n d t h a t T h e U n i on Saving* A L o a n 
C o m p a n y be s u b r o g a t e d to t he r i g h t 
of any p e rs o n 
w h o 
h a s 
o r 
m a v 
h e r e a f t e r m a k e . a c l a i m t h e r v u n d e r , 
a n d f o r s u c h o t h e r a n d f u r t h e r r e ­ 
lief as is p ro pe r. 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
t o 
a n s w e r on o r b e f o r e t h e 30th d a y of 
J a n u a r y . 1957, o r j u d g m e n t will be 
t a k e n a g a i n s t t h e m . 
T H E UNI ON S A Y IN G S A 
LO AN C OMPANY. 
of E a s t Li ver pool, Ohi o 
B EV I. 
BV;NN ET T. 
Attorney ut L i « 
VI. 
Ik 
Revi ew. 
Dec. 
21, I i , 
1956. 
Ja n. 7, 14. SI, 1» 37. 


L E G A L K O T IC K 
T H E S T A T E OK OH IO 
C O L I MHI ANA COUNTY, ss. 
In T h e C o u r t o f 4 o m m o n I'lrn*. 
T h e Un io n S a v i n g s A l. oan C o m ­ 
p a n y, o f E a s t Li ver po ol , Ohio. P l a i n ­ 
tiff, \ s. F r a n k K. Bailey, S. T. H e r ­ 
b e rt a n d G. A". T r av i s . D e f e n d a n t s . 
K r a n k K. Bailey a n d A g n e s BaM- 
ey, 
w h o s e 
r es i d e n c e 
is 
u n k n o w n , 
a n d if dead, t h e i r 
u n k n o w n 
he irs 
a n d devise*'**, will t a k e n ot ic e t h a t 
T h e Union S a v i n g s A Lo a n C o m pa n y 
of E a s t Li ver poo l. Ohio, h a s filed 
its 
p e ti t i o n 
in 
the C o m m o n 
Ple as 
C o u r t of C o l u m b i a n a C o u n t y , b e i n g 
C a s e No. 27248. a g a i n s t t h e m , pray 
i n g t h a t a n y c l a i m o r ti tl e w h i c h 
they m a y h a v e in t h e f o l l o w i n g d e ­ 
s c r i b e d real e s t at e , t o - w i t : - 
S i t u a t e d in t h e C i t y o f E a s t L i v ­ 
e rpo ol , C o u n t y of C o l u m b i a n a a n d 
S t a t e of Ohio, a n d 
k n o w n a s a n d 
b e i n g I/Ot N u m b e r 1902, a s s a i d lot 
is n u m b e r e d a n d d i s t i n g u i s h e d u p ­ 
o n , t h e r ec o r d e d p l a t of s a i d city, 
e x ^q * t t he E a s t 26 f eet t h e r e o f . Also 
a r i g h t of way 
on a n d o v e r t ha t 
c e r t a i n t r a c t of la n d o w n e d by J o h n 
/ . an e a n d s i t u a t e d 
in 
t he C it y 
of 
E a s t • Liverpool, C o u n t y of C o l u m b i ­ 
a n a a n d S t at e of o h i o , a n d k n o w n 
a s a n d b e i n g Lo t N u m b e r I9(>2. a s 
s a i d 
lot 
is 
n u m b e r e d 
a n d 
di st in 
g u i s h e d up o n the r ec o r d e d Plat, of 
AVucherer' s Second Add ition to s ai d 
c ity. F o r P a u l C. M c S h a n e a n d M a r ­ 
g a r e t McShane, t h e i r h e i rs a n d a s ­ 
s i gn s. to c o n t r a c t , m a i n t a i n a n d us*- 
f o r a 
s e w e r a n d to c o n n e c t 
w i t h 
t h e p r i v a t e s e w e r of s ai d J o h n Kane 
now c o n s t r u c t e d by s a i d J o h n Za ne 
on th*- a f o r e s a i d d e sc r i b e d lot N u m ­ 
b e r 1902. To h av e a n d to hold said 
e a s e m e n t 
a n d p r i v i l e g e s 
u n t o said 
P a u l C. M c S h an e a n d M a r g a r e t Mc­ 
S h a n e a n d t h e i r h e i r s a n d a s s i g n s 
f or e v e r . 
Said 
P a u l C. 
M cS h an e to 
m a k e all n e c e s s a r y r e n a i r s a n d to 
m a i n t a i n in go od c o n d i t io n t h e p r i ­ 
v a t e s e w e r of s aid J o h n Z a n e f r o m 
t h e p o i n t 
of c o n n e c t i n g 
t he 
s ai d 
p r i v a t e s e w e r r u n n i n g a l o n g Da isy 
Alley, 
be a d j u d g e d 
null 
a n d 
void 
a n d t h a t th e title to s a i d p r e m i s e s 
ba q u i e t e d a g a i n s t t h e m, a n d t h a t 
t h e y be r e q u i r e d to set up w h a t e v e r 
i n t e r e s t t h e y 
m a y 
h a v e 
in 
s aid 
p r e m i s e s o r be f o r e v e r ba rr e d, a n d 
a s k i n g f o r c a n c e l l a t i o n o f a p r o m ­ 
issory 
no te a n d m o r t g a g e b e a r i n g 
t h e i r 
na m e s , a n d 
t h a t 
Tile 
Union 
S a v i n g s A Lo a n C o m p a n y be s u b r o ­ 
g a t e d t o t h e r i g h t 
o f any 
p e r s o n 
w h o h a s o r m a y h e r e a f t e r m a k e , a 
c l a i m 
t h e r e u n d e r , 
a n d 
for 
s u c h 
o t h e r a n d f u r t h e r r e li e f a s ta p r o ­ 
per. 
Sa id d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r on o r b e f o r e t h e s e t h d a y of 
J a n u a r y . 1937, o r j u d g m e n t will be 
t a k e n a g a i n s t th em. 
T H E U NI ON S AV IN GS A 
L O A N C OMPANY. 
o f E a s t Liverpool. Ohio 
B E N I. 
B E N N E T T 
A t t o r n e y a t Law 
E. 
Ik 
R evi ew . 
Dec. 24, 31. 
19 76. 
J a n . 7. 14. 21. 1957. 


C o m m o n P l e a s C o u r t of C o l u m b i a n a 
Co un ty , 
b e i n g 
C a s e 
No. 
27246, 
a g a i n s t him, p r a y i n g t h a t any c l a im 
o r title w h i c h he m a y h a v e in the 
f o l l o w i n g d e s c r i b e d re a l e s t a t e to- 
w it :- 
S i t u a t e d in t h e C o u n t y of O d u m 
t' iana in t h e S t a t e of Ohio, a n d In 
t he C it y o f 
E a s t 
Liverpool, 
a n d 
b o u n d e d a n d d e sc r i b e d as f ol l ows : - 
C o m m e n c i n g a t t h e S o u t h w e s t c o r ­ 
n e r o f L ot N u m b e r 1375 in G i b b s 
a dd i t i o n to t h e c i ty of E a s t L i v e r ­ 
pool. 
a n d 
r u n n i n g 
t h e n c e 
N. 
67* 
W e s t F o u r H u n d r e d T h i r t y - O n e a n d 
E i g h t y - f i v e H u n d r e d t h (431.85) feet 
to a n a n g l e in th e N o r t h e r l y line 
of Li s bo n S t r e e t ; t h e n c e N o r t h 
I* 
AY. 20b.38 f e e t to t he b e g i n n i n g of 
t he t r a c t 
h e r e i n 
c o n v e y e d : 
t h e n c e 
a l o n g t h e 
E a s t e r l y line o f Li sbon 
S tr ee t S. I* E. 75 feet to t h e N o r t h ­ 
e a s t e r l y line o f a n 18 f oot r i g h t of 
w a y ; t h e n c e a l o n g 
s ai d 
r i g h t 
of 
w a y line 8, 36* 29’ E. 48.4 f e e t to 
tile S o u t h w e s t c o r n e r 
of 
a 
t r a c t 
p r e v i o u s l y d e ed e d b y J a m e s S ei b e rt 
a n d 
R o s e l l a Se i be r t to E d w a r d C. 
T e e m a n ; t h e n c e 
w i t h 
t h e 
N o r t h ­ 
w e s t e r l y line o f s aid T r a c t N. 38* 
21’ E a s t 98.1 f e e t : t h e n c e in a n o r t h ­ 
w e s t e r l y d i r e c t i o n to t h e pla ce of 
b e g i n n i n g o n t h e 
E a s t e r l y line of 
Li sbo n St r ee t , be a d j u d g e d null a n d 
void a n d t h a t 
t h e 
ti tl e 
t o 
s ai d 
p r e m i s e s be q u i e t e d 
a g a i n s t 
him. 
a n d t h a t h e be r e q u i r e d to s e t up 
w h a t e v e r i n t e r e s t 
he m a y h a v e in 
s ai d p r e m i s e s o r be f o r e v e r b a r r e d , 
a n d a s k i n g f o r 
c a n c e l l a t i o n 
o f 
a 
p r o m i s s o r y n o t e a n d m o r t g a g e b e a r ­ 
i ng his n a me , a n d t h a t T h e Un ion 
S a v i n g s A L o a n C o m p a n y be s u b r o ­ 
g a t e d 
to t h e . r i g h t of a n y 
p e r s o n 
w h o has. o r m a y h e r e a f t e r m a k e a 
c l a im 
t h e r e u n d e r , 
a n d 
f o r 
s u c h 
o t h e r a n d f u r t h e r re lie f as is p r op - 
er. 
Said 
d e f e n d a n t 
Is 
r e q u i r e d 
to 
a n s w e r on o r b e fo r e t he 31'th d a y of 
J a n u a r y . 1937, o r j u d g m e n t wili be 
t a k e n a g a i n s t him. 
T H E UNION S A V I N G S A 
LOAN C OMPANY. 
of E a s t Liver pool, Ohio. 
B EN L. B E N N E T T . 
A t t o r n e y a t Law. 
E. Ik 
R ev i ew . 
Dec. 
24, 31, 
1936. 
J a n 
7. 14, SI. 1937. 


L E G A L K O T K E 
T H E S T A T E OK OHIO, 
C O L UM BI AN A COUNTY, ss. 
In T h e C o u r t o f ( ’o m m o n P le n a . 
T h e Un io n S a v i n g s A L o a n C o m ­ 
p an y, of E as t Li ver po ol . Ohio. P l a i n ­ 
tiff. vs. G l e nn R. P a t t i s o n . L i d s R 
P a t t i s o n , E l i z a b e t h B o g a n a n d S. T. 
H e r b e r t , D e f e n d a n t s . 
E l i s a b e t h 
B o g a n 
w h o s e a d d r e s s 
is u n k n o w n , a n d if dead, h e r 
u n ­ 
k n o w n h e i r s a n d devisees, will t a k e 
notic e 
t h a t 
T h e 
Union 
S a v i n g s 
A 
Lo a n C o m p a n y of 
E a s t 
L i ver po ol , 
Ohio, fil ed its p e t i t i o n in t h e C o u r t 
of C o m m o n P l e a s 
of 
C o l u m b i a n a 
C o u n t y , b e i n g C a s t 
N u m b e r 27291, 
a g a i n s t b e r a n d 
o t h e r 
d e f e n d a n t s , 
p r a y i n g t h a t s he be r e q u i r e d to set 
u p w h a t e v e r i n t e r e s t s h e m a y hay* 
in 
t he 
p r o p e r t y 
t h e r e i n 
d es cr ib e d, 
a n d t h a t t he deed to h e r be r e f o r m 
d to c or re c tl y 
s t a t e t h e n a m e of 


L E G A L K O T I C K 
T H E S T A T E OK O H I O 
COLI M Bl A N A C OUNTY, ss. 
In T h e ( n u r l o f C o m m o n P le a s . 
T h e Un io n S a v i n g s A L o a n Co rn ­ 
ix* ny. of E a s t Li ver pool. Ohio. P l a i n ­ 
tiff. vs. C h a r l e s A. Ty l er , S. T. H e r ­ 
be rt a n d G. 
A. T r a v i s , D e f e n d a n t s . 
C h a r l e s A. Ty l er , w h o s e re s id enc e 
Is u n k n o w n , a n d if 
de ad, 
his 
u n ­ 
k n o w n h e i r s a n d de vi se es, will t a k e 
n ot ic e 
t h a t 
Tile 
Uni on 
S a v i n g s 
A 
Lo a n C o m p a n y of 
E a s t 
Li ver poo l, 
o h i o , lias filed its p e ti t i o n 
in t h e 
C o m m o n P i c a s C o u r t 
o f 
C o l u m b i ­ 
a n a C o u n t y , b e i n g C a s e No. 27257, 
a g a i n s t him. p r a y i n g t h a t a n y c l a i m 
or title w hicl) he m a y h a v e In t h e 
f o l l o w i n g d e s cr i b ed re a l e s t a t e , to- 
wit:- 
S i t u a t c d In t he C it y o f E a s t L i v ­ 
erpool, C o u n t y of C o l u m b i a n a a n d 
S t a t e of Ohio, a n d 
k n o w n a s a n d 
b e i n g t h a t c e r t a i n Lo t N u m b e r 3635. 
a s s a i d lot is n u m b e r e d a n d d i s t i n ­ 
g u i s h e d 
up o n th* 
r e c o r d e d p la t of 
T he P l e a s a n t 
H e i g h t s L a n d A I m ­ 
p r o v e m e n t 
C o m p a n y ' s 
Ad di ti on 
to 
said c ity 
o f 
E a s t L i v er p oo l, Ohio, 
be a d j u d g e d (nill a n d void a n d t h a t 
th e ti tl e to s ai d p r e m i s e s be q u i e t e d 
a g a i n s t him, a n d t h a t 
h e 
be 
r e ­ 
q u i r e d t o s e t up w h a t e v e r i n t e r e s t 
he 
m a y 
h a v e in s a i d 
p r e m i s e s or 
b<* f o r e v e r b a r re d , a n d a s k i n g f o r 
c a n c e l l a t i o n 
o f a 
p r o m i s s o r y 
no te 
a n d 
m o r t g a g e 
b e a r i n g 
ins 
n ame , 
anti t h a t T h e Uni on S a v i n g s A Lo a n 
C o m p a n y be s u b r o g a t e d to t h e r i g h t 
o f a n y 
p e r s o n w h o 
ha s, 
o r 
m a y 
h e r e a f t e r m a k e , a c l a i m t h e r e u n d e r , 
an d f o r s u c h o t h e r a n d f u r t h e r r e ­ 
lief a s is p r op e r. 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r on o r b e fo re t h e 3bt h d a y of 
J a n u a r y , 1937, o r J u d g m e n t will b e 
t a k e n a g a i n s t t he m. 
T H E UNION SA VI NG S A 
1,'iAN COMPA NY , 
of E a s t L i ver po ol , Ohio. 
BKN L. B E N N E T T , 
A t t o r n e y a t La w. 
E. Ik 
R ev i ew . 
Dec. 24, 31, 
1936, 
J a n . 7. 1 4. 21. 1937. 


I,EG A I, KOTICK 
T H E S T A T E OK O H I O 
C O LU MB IA NA COUNTY 
ss. 
• r l 
C o u r t o f C o m m o n P l e a s . 
"Mn!1* / s* °n, 5 “ v l n #fs A Lo a n C o m ­ 
p an y , of E a s t Li ver pool. Ohio. P l a i n - 
ti 
V 
B. D au sr he rt v. S 
T. 
( I n a 
* 
a n d 
G- 
Y’ 
T r a v i s 
D e ­ 
f e n d a n t s . 


L K G A L K O T I C K 
T H E S T A T E O F OHIO, 
C O L U M B I A N A COUNTY, ss. 
I n T h r C o u r t o f C o m m o n Ple as. 
T h e U n io n S a v i n g s A L o a n C o m ­ 
p a ny , o f E a s t Li v er p oo l, Ohl%, P l a i n ­ 
tiff, vs. A l b e r t G. Allison. Kila A lli­ 
son. S h e ll e y D, R o u s e a n d S. T, H e r ­ 
b er t. D e f e n d a n t s . 
A l b e r t G. Allison, E l l a Allison a n d 
Shelley D. R ous e, w h o s e a d d r e s s ie 
u n k n o w n , a n d if dead. 
t h e i r 
u n ­ 
k n o w n h e i r s a n d devisees, will t a k e 
n ot ic e 
t h a t 
T h e U n i o n 
S a v i n g s A 
Lo a n C o m p a n y 
of 
E a s t 
Li ver pool, 
Ohio. filed Us p e t i t i o n in t h e C o u r t 
of C o m m o n P l e a s 
o f 
(’o l u m b i a n a 
C o u n t y , 
b e i n g 
Ca se 
No. 
27211, 
a g a i n s t t h e m a n d o t h e r d e f e n d a n t s , 
p r a y i n g 
t h a t 
t h e y 
be 
r e q u i r e d 
to 
set u p w h a t e v e r i n t e r e s t t h e y m a y 
ha v» in t h e p r o p e r t y 
t h e r e i n 
d e ­ 
s cr ibed, a n d t h a t t h e de ed to S h e l ­ 
ley D. 
R o u s e be r e f o r m e d t o c o r ­ 
r e c t l y s t a t e t h e n a m e of t he p r o p ­ 
e r g r a n t e e . T h e 
Un io n 
S a v i n g s 
A 
L o a n C o m p a n y , a n d f o r s u ch o t h e r 
a n d f u r t h e r re li ef a s in e q u i t y It 
m a y be e n t i t l e d to, a n d t h a t s aid 
p r e m i s e s d e s c r i b e d a s foll ows, to- 
wit 
S i t u a t e d in t he City of E as t L i v ­ 
erpool, C o u n t y of C o l u m b i a n a a n d 
S t a t e o f Ohio, a n d k n o w n a s a n d 
b e i n g Lot N u m b e r 
719" 
a n d 
the 
No rth E i g h t (St feet o f Lot N u m ­ 
be r 7194. a s s aid lots a r e n u m b e r e d 
a n d d i s t i n g u i s h e d u p o n t h e r e c o r d ­ 
ed p la t of W u c h e r e r ' s F o u r t h Addi ­ 
t ion to s a i d city, be q u i e t e d a g a i n s t 
all c l a i m s of e v e r y k i n d a n d t h a t 
all c l o u ds u po n the t itle be r e m o v ­ 
ed. 
Said d e f e n d a n t s ar*- compe ll ed 
to s et u p 
w h a t e v e r 
i n t e r e s t 
t h e y 
m a y h a v e in 
said p r e m i s e s o r be 
p e r p e t u a l l y e n j o in e d f r o m a s s e r t i n g 
th e s a m e . 
Said d e f e n d a n t s 
a r e 
r e q u i r e d 
to 
a n s w e r o n o r b e fo r e tile 30th d a y of 
J a n u a r y . 1937. or j u d g m e n t wili be 
t a k e n a g a i n s t them. 
T H E UNION S AY IN GS A 
L " A N COMPANY, 
of E a s t Li ver pool, Ohio. 
B EN I* B E N N E T T 
A t t o r n e y at I.aw 
E. 
L. 
Rex tew 
Dec. 
24. 31. 
1936. 
J a n . 7. 14. 21. 1937. 


I .KG Al. K O T IC K 
T H E S T A T E OK O H I " . 
C O LU MB IA NA COUNTY, ss. 
In T h e I o u r t o f C o m m o n l*len*. 
T h e U n i on S a v i n g s A Lo a n C o m ­ 
p an y, o f E a s t Li ver pool, Ohio, P l a i n ­ 
tiff. vs. 
( ’a r r i e 
P e th te l , 
G l e nn 
D 
Pott s, a n d S. T. 
H e r b e r t . 
D e f e n d ­ 
an ts . 
C a r r i e f v t h t e l a n d G l e n n D. Pott s, 
wh o se a d d r e s s is u n k n o w n , a n d if 
dead, t h e i r u n k n o w n h e i r s a n d d e ­ 
visees, 
will 
t a k e 
n ot ic e 
t h a t 
T he 
Union S a v i n g s A Loa n C o m p a n y of 
E a s t Li ver pool, Ohio, filed its p e ­ 
t it io n in t h e C o u r t of C o m m o n P l e a s 
of C o l u m b i a n a C o u n t y , b e i n g Cas e 
No. 27251, a g a i n s t th**m a n d o t h e r 
d e f e n d a n t s , p r a y i n g 
t h a t 
th e y 
bt { 
r e q u i r e d t o set up w h a t e v e r i n t e r ­ 
est t he y mu> 
ha ve tit t he p r o pe r ty ' 
t h e r e i n d es cr ibe d, a n d t h a t t he deed 
to G l e n n 
D. P o t t s be r e f o r m e d to 


J o s e p h B. D a u g h e r t y , w h o s e r e s i ­ 
d e n c e is u n k n o w n , a n d if dead, hts 
u n k n o w n 
h e i r s 
a n d 
de vi se es, 
will 
t a k e 
n o ti c e 
t h a t 
T h e 
Un io n 
S a v ­ 
in gs A L o a n C o m p a n y o f E a s t L i v ­ 
e rpool, Ohio, h a s filed its p e t i t i o n 
in t h e C o m m o n P l e a s C o u r t o f C o ­ 
l u m b i a n a 
C o u n t y , 
b e i n g C a s e No. 
27221, a g a i n s t him, p r a y i n g t h a t a n y 
c l ai m o r t itle w h i c h he m a y h a v e in 
t h e f o l l o w i n g d e s c r i b e d r e a l e s t a t e ^ 
to-wit: 
S i t u a t e d in t h e C it y o f E a s t L i ^ P 
e rpool. C o u n t y of C o l u m b i a n a a n d 
S t a t e o f Ohio, a n d k n o w n a s a n d 
b e i n g Lo t N u m b e r 2S75, a s s a i d l o t 
is 
n u m b e r e d a n d d i s t i n g u i s h e d 
o n 
t h e r e c o r d e d pl a t of a n a d d i t i o n to 
s a i d c i t y laid o u t b y t h e E x e c u t o r s 
o f t h o E s t a t e o f Basil Si mms , d e ­ 
ceased, a n d r e c o r d e d in P l a t Boo k 
N u m b e r 4, p a g e 59, o f t h e r e c o r d s 
of s a i d 
c o u n t y , 
b e a d j u d g e d 
n ul l 
a n d void a n d t h a t t h e t i t le to s a i d 
p r e m i s e s 
be q u i e t e d 
a g s i n s t him. 
a n d t h a t he be r e q u i r e d t o s e t u p 
w h a t e v e r i n t e r e s t he m a y h a v e in 
s ai d p r e m i s e s o r be f o r e v e r b a r r e d , 
a n d 
a s k i n g f o r c a n c e l l a t i o n 
o f a 
p r o m i s s o r y 
n o t e 
a n d 
m o r t g a g e 
b e a r i n g 
his 
n a m e , 
a n d t h a t T h e 
U n i o n S a v i n g s A L o a n C o m p a n y be 
s u b r o g a t e d t o t h e r i g h t of a n y p e r ­ 
s on 
w*ho 
has. 
o r 
m a y 
h e r e a f t e r 
m a k e 
a c l a i m t h e r e u n d e r , a n d f o r 
s u c h o t h e r a n d f u r t h e r r e l i e f a s ie 
p r o p e r . 
Said d e f e n d a n t Is r e q u i r e d to a n ­ 
s w e r on o r b e f o r e t h e 30th d a y o f 
J a n u a r y , 1937, o r j u d g m e n t w i l l be 
t a k e n a g a i n s t him. 
T H E UNI ON S AV IN GS A 
1*0AN COMPANY. 
o f E a s t Li v er p oo l, Ohio. 
B E N Ik B E N N E T T . 
A t t o r n e y a t La w’ 


Jan.E. L. 
R e v i e w , Dee. 
24. II , 1936. 
n. 7, 14 
21. 1937. 
L E G A L N O T I C E 
G e o r g e 
B r o o k h a r t , 
w h o s e 
l a s t 
p la ce of r e s i d e n c e is u n k n o w n a n d 
c a n n o t w i t h r e a s o n a b l e d i l i g e n c e 
be a s c e r t a i n e d , 
is 
h e r e b y 
n o t i f i e d 
t h a t A n n a B r o o k h a r t h a s f il e d h e r 
p e t i t i o n a g a i n s t h i m f o r d i v o r c e u p ­ 
on t h e g r o u n d s o f e x t r e m e c r u e l t y 
a n d g r o s s n e g l e c t o f d u t y in C a s e 
N u m b e r 27436 o f t h e C o u r t of C o m ­ 
m o n P l e a s o f C o l u m b i a n a C o u n t y , 
Ohio, a n d t h s t s a i d c a u s e w ill be 
f o r h e a r i n g on o r a f t e r F e b r u a r y , 
9 th 1937. 
ANN A B R O O K H A R T 
G. J A Y C L A R K . 
A t t o r n e y - a t - L a w. 
MM 
P o t t e r s S a v i n g s a n d L o a n B u i l d i i ^ V 
E a s t Li v er p oo l, Ohio. 
E. Ia R ev i ew . Dec. 
24, 
31, 
1936, 
J a n . 7. 14, 21, 28. 1937. 


L E G A L K O T K E 
T H E S T A T E O F OHIO. 
C O L U MB I A N A COUNTY, ss. 
I n T h e C o u r t o f C o m m o n P l e a s . 
T h e Un io n S a v i n g s A L o a n C o m ­ 
p a n y , o f E a s t L i ver po ol . Ohio, P l a i n ­ 
tiff, vs. B e r t h a G r e a t h o u s e , S a m u e l , 
G r e a t h o u s e , E m i l Sc hmidt, K a t h e r ­ 
i ne S c h m i d t a n d S. T, H e r b e r t , D e ­ 
f e n d a n t s . 
B e r t h a G r e a t h o u s e . S a m u e l G r e a t ­ 
h o us e, E m i l S c h m i d t a n d K a t h e r i n e 
S c h m i d t , w h o s e a d d r e s s is u n k n o w n , 
a n d if d ea d, t h e i r u n k n o w n h e i r s 
a n d d evi se es, will t a k e notic e t h a t 
T h e Un io n S a v i n g s A Loan C o m p a n y 
o f E a s t Li ver pool. Ohio, filed its p e ­ 
t it i o n in t h e C o u r t of C o m m o n P l e a s 
o f C o l u m b i a n a C o u n t y , b e i n g C a s e 
No. 27029, a g a i n s t t h e m a n d o t h e r 
d e f e n d a n t s , p r a y i n g t h a t t h e y be r e ­ 
q u i r e d to s e t up w h a t e v e r i n t e r e s t 
t h e y m a y h a v e 
in 
t he 
p r o p e r t y 
t h e r e i n d e s c r i b e d a n d t h a t t he d ee d 
t o 
E m i l S c h ni td t 
a n d 
K a t h e r i n e 
S c h m i d t be r e f o r m e d 
to 
c o r r e c t l y 
s t a t e 
t h e 
n a m e 
of 
t h e 
p r o p e r 
g r a n t e e . T h e U n io n S a v i n g s A L o a n 
C o m p a n y , a n d 
for s u c h o t h e r a n d 
f u r t h e r re li ef a s in e q u i t y it m a y 
be e n t i t l e d to, a n d t h a t s ai d p r e m ­ 
ises d e s cr i b ed a s follows, t o - w i t :- 
S i t u a t e d in t h e City o f E a s t L i v ­ 
er po ol , C o u n t y of C o l u m b i a n a a n d 
S t a t e ot Ohio 
a n d k n o w n a s a n d 
b e i n g c o m m e n c i n g a t a p oi n t in t h e 
P u b l i c Road S. 2 d e g r e e s E a s t 145 
feet d i s t a n t f r o m W i l l i a m Arb s l ine 
a n d c o n t i n u i n g t h e n c e S o u t h 2 d e ­ 
g r e e s E a s t a l o n g t he m i d d l e of t h e 
p ub l i c ro a d a d i s t a n c e of 28 f eet t o 
a p o i n t : t he n c e a t a r i g h t a n g l e in 
a W e s t w a r d d i r e c t i o n t o a p oi nt on 
t he S o u t h line o f t h e p r o p e r t y f o r ­ 
m e r l y ow tied by Ann H o u s e r W h a n i 
t h e n c e in a 
S o r t hw e s t a r d l y 
<li r<£ k 
t io n 54 d e g r e e s E a s t to t he place 
b e g i n n i n g in t h e mi d d l e of t he p u b ­ 
lic road. Said 
p a r c e l 
o f 
g r o u n d 
foi m s a t r i a n g l e f a c i n g 28 f eet on 
t h e P u b l i c R o ad 
k n o w n a s Li s bon 
St ree t, be q u i e t e d a g a i n s t all c l a i m s 
o f e v e r y k i n d a n d t h a t all t f o u d s 
up on t he title be r e mo v e d . Said d e ­ 
f e n d a n t s a r e c o m p e l l e d to 
s e t 
u p 
w h a t e v e r I n t e r e s t t h e y m a y h a v e in 
s ai d p r e m i s e s o r be p e r p e t u a l l y e n ­ 
jo i n e d f r o m a s s e r t i n g t h e same. 
Said d e f e n d a n t s a r e 
r e q u i r e d 
to 
a n s w e r on o r b e f o r e t h e 30th d a y o f 
J a n u a r y . 1937, o r j u d g m e n t w ili be 
t a k e n a g a i n s t t h e m . 
T H E UNION SAV IN GS A 
LOAN COMPANY, 
o f E a s t Liver pool. Ohio. 
B E N L. B E N N E T T . 
Atto rn ey a t Law 


t h e p r o p e r g r a n t e e , T h* U n io n S a v- c o r r e c t l y s t a t e ~ t i * " n a m * ' ' ' niT* t h * J a i 7 ^ 1 4 ? j'w W 
? * * ' 
24. 31, 
1956, 
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Want Ad Rates 


THE GUMPS 


I I L 
3 
I 
6 


3 lines 
I 
.331 $ 75! $1.24 


4 lines 
I 
.461 
1.051 
1.72 


5 lines 
I 
.60| 
1.35! 
2.20 


6 lines 
I 
.741 
1.651 
2.68 


TO 
FOR 
DATE 


T H E ABOVE 
RATES 
A PP 
ADS 
THAT 
a r e 
PAID 
WITHIN' 
7 
DAYS 
Ii ROM 
OF F IR S T INSERTION 
r-niinr 6 fiv e-letter w ords to 
tine. 
No Ad tak en f ° r 
th a n # lines. 
ell Ads not paid for in seven days 
from d ate of firat insertion must 
pay th e C H A RO S RATE which adds 
loc to the CASH RATE for I inser­ 
tion. 16c for 3 inaertiona and 30c for 
6 insertions. 
W ant Ad Display Rates 
I inch 
6 days .................. 60c 
per day 
I inch 
3 days .................. 65c per day 
I inch 
I day ................... 75c 
per day 
R A T E S 
F O R 
I 
M O N T H . 
6 
MONTHS 
OR 
I 
YEAR 
ON 
R E ­ 
QUEST. 


By Oui Edson 
Jmm. 


ANNOUNCEMENTS 
INSTRUCTIONS 


Card of Thank* 


W E desire to express our aincert 
th a n k s to the friends and neigh ­ 
bors. 
Rev. 
J. 
ii. 
Reed 
and 
' •» 
.y Thn-e 
who 
helped 
in 
an; 
way 
lu during the dines? and death of 
W our wife and mother. 
WILLIAM K CAMPBELL. 
AND DAUGHTERS 


Special Notices 


SAVE 11.00 PENALTY 
Get y our dog license 
before 
20th. Sm ith News Agency. 
SIS M arket, back of S. A S. 
Store. 
_ _ 


J a n. 
Rear 
Shoe 


UPHOLSTERING 
A. Ft. MURPHY 
624 Green L ane________ _ 
Phone 24 
MEN—H ere is your chance to own 
a genuine Schick Dry Shaver for 
only 60c per week. Rubin Jew elry 
613 W ashing to n St. 
____ 
RE PA IR IN G and rem odeling cloth 
and fur coats, suits and dress**.. 
Mary 
Buchanan 
Devon, 
Dress- 
m aker. 6th and W alnut. Ph. I — _ 
LEAVING for Phoenix, Ari*, w ithin 
week, will tak e on. or tw o pas- 
singers. Ph. 
9 m 6. 


POP'S TAVERN TONIGHT— Freddie 
Jones 
and 
His 
Music 
Makers 
BEER. ALE, LUNDH. 
Dine snd Dance S aturday Night 
SIXTH STR E E T GUILL 
MIDLANDS HIGH SPOT 
THE MANHATTAN FRIDAY M T E 
F R E D D IE JONES 'ORCHESTRA 
BEER. ALE. WINE. DINNERS 
KUM BAK INN—S tate Line. Music 
every night. 
Beer, ale and lunch. 
Jennie Eckert. 
Delicious Spaghetti, wine, and beer. 
P riv ate dining room, Ruma Cafe. 
223 Broadway. East Liverpool. 
ITALIAN 
SPAGHETTI^ 
m eat balls 
25c and 35c. Beer, Al. and Wine. 
RUSSOS RESTAURANT 
M inerva St. 
. 
Phone 3106 
GENUINE 
ITALIAN 
SPAGHETTI 
BEER, ALE, W IN E 
A >am ard a,s Anderson Blvd. 
Ph. 301*6 
U H E 
n e w 
h e a l t h 
ENDEAVOR 
TRY 
BOWLING 
AT 
R E IB L E 
A 
PELTS. MULBERRY ST EAST END 
t h e p i n k e l e p h a n t 
Dance Mon., Wed. A Sal. 
1336 Main St., Wellsville. 
F O t t T S TAVERN T O W ER FLOOR 
SHOW, AND MUSIC NIGHTLY NO 
COVER OR MINIMUM 
CHARGE 
NEW VENETIAN in Wellsville, Son 
No. 3rd St Beer, ale, lunch. Danc­ 
i 
n 
g 
^ 
_______ 
MINERAL 
SPRINGS 
PA R K — Best, 
lunches. Dancing 5 p. rn 
until ? 
Good music. We never close. 


" e m p l o y m e n t 


15 
Miscellaneous 


G ood 
P o sitio n s 
O ffered Y o u n g M en and 
W om en In B u sin ess 
Always the Center of Activity 
and Opportunity 


OHIO VALLEY BUSINESS 
COLLEGE 


BUSINESS SERVICE 


29 Local Coal— Coal Haulers 


BUSINESS SERVICE 


18 
Professional Servlet 


Foot Specialist 
D R. MANOR. 
509 Little Bldg. 
DR. STANFORD FOOT SPECIALIST 
T h u rsd ay s 9 a. nj., to 6 p. m 
o v e r H ollow ay’s, Broadway at sib. 


19 
Beauty 4 Barber 


SPEC IA L —Limited Time only 35.00. 
New Tone Oil VVave ........... 32.50. 
MODEL BEAUTY SALON PH 
762. 
15 00 "c RPQ I IO SO LETB 


216 


WAVE 32.50 
CERAMIC BEAUTY S H u P 
K. 4tb St. 
Ph. 836-J 
HAVE your hair dyed n atu rally and 
beautifully w ith CLAIROL. Maym* 
Howard Beauty Shop. Ph. 743-R. 
d fn u in ’e Eugene Wave $5.50 
ILA W H IT E BEAUTY SHOP 
302 VV 5th SI.__________ Phone 590-R 
AlsK sh o u t our special process For 
rem oving UNWANTED HAIR' 
FLORA MAE BEAUTY SHOP 
129 W. 6th St. 
Phone 
New 
90 
Bonat New E ra P erm anent, coolest, 
safest, com fortable, 35.50. 
ADA HOBBS BEAUTY SHOP 
Phone I6X-J 
PERM ANENTS—TTM! 32.50 and 35. 
North Side Beauty Shop. Ph. 765. 
Anderson 
Blvd, o p en evening s. 
Machinate!* Wave $5.00, $i.50, $10.00 
BETTY BEAUTY SHOP 
Room 203 L ittle Bldg. 
Ph. 935 
H A IR ( U T S 36c 
H arry Lowery'* Barber Shop 
Two B arbers W orking 
IOX E ast 6th St.. 2nd Fluor 


Mala Help Wanted 


W anted 20 boy* to sell paper* S at­ 
urday. also 5 boys from East End 
Smith News Agency rear 513 Market 
MAN to tak e up Landscape Work. 
Must be satisfied w ith $35 weekly 
at sta rt. 
No experience 
needed 
Handle o rders 
for 
Roses, E v er­ 
greens, Shrubs, F ru it Tree*. Bet 
ries for old and new custom ers. 
Moore Co.. Dept. D. Newark. N. Y. 


9 
Female Help Wanted 


WANTED — By local m an u factu re r 
experienced ste n o g rap h er for g e n ­ 
eral 
office 
work. 
W rite 
P. 
O. 
Box 713. 
W ANTED— Girl for part time ho use­ 
work. Must have references. Ph. 
3364-J from 6 to 8 p. rn. 
W ANTED— Girl 
for general office 
work 
w ith 
some 
know ledge 
of 
bookkeeping. State references, ex­ 
perience and age. W rite Box B-8 
care Review. 


12 
Situations Wanted 


fJA R PE N T E K . 
well 
experienced 
I w ants rep air or new construction 
work. Reasonable. Phone 2209-P., 
Y u t NG 
man 
desires 
farm 
work; 
well experienced, references. 
Phone 7105-H-l 2 


KOUNTZ BEAUTY SALON 
Closed until fu rth e r notice on sc- 
cuunt of Illness 
GULDEN 
Till 
Wave. 
$5.00; 
other 
waves $2.00 up. Yel Vera Beauty 
Salon over Review. Ph. 764-J. 
Barbers. 
Al! 
H aircuts 
C u nningham 's 
S t Clair Ave. 


5c 
Two 
Barber 
Shop 
704 


Croqulgnote W aves 
MRS. W. L. 
717 E dw ards Ave 


up 
.. $2.00 and 
MOORE 
Phone 864 


20 
General Bervie* 


W E A V ER - E X P E R T W E L D E R 
Fenders, au to part*. *11 m etals 
G uaranteed. 
650 St. Clair Ave. 
EX PERT FU R N IT U R E REPAIRIN G 
ESTIMATES UH EBR FULLY GIVEN 
743 Daisy A \ c. 
______ Phone 380-J. 
NEON SIGNS — M anufactured and 
serviced in our own plant. Baxter 
Art Sign. 315 E. 3rd St., Ph. 27. 


OUR OWN COAL 
WAYNE KINSEY 
CALL RURAL 7529-R-4 
COAL— Lump 15c; R. of M. 13c; Nut 
coal 12c; stack 7c. L ow est price* 
on P ittsb u rg h coal. Ph. 7103-R-2, 
Earl Huffm an. 
FO R G O O D CO AL 
TRY CS FIR ST 
Pittsburgh and Local Coal 
K. E. Franklin Coal Co. 


Honest W eight 
Phone 978-J 
LUMP COAL loc. a bu R. of J I ' ‘l ie 
Prom pt Delivery 
____________Phone 2172-.I____________ 
Attention Coal Truckers 


High Grade Pittsburgh Coal 


Large Bin— No W aiting 


W illis Creek Coke & Coal Co. 
Incorporated 
Burgettstown. Fa. 
Best 
coal. 
honest 
weight. 
fair 
prices 
on 
local 
and 
P ittsb u rg h 
coal, t all Joh n Gilson L a O o ft. 
CALL A.' G. Welch 7526-11-22 after 
4 p. rn., for P ittsb u rg h and good 
local coal. Prom pt delivery. 
GOUD clean coal. Local and " p i t t T 
burgh. Best prices. Ph. 7501-R-ll 
Bill Finley, Delbert Evans 


MERCHANDISE 


30 
Miscellaneous for S alt 


7 Calls Were Received On This Ad 


The Rooms Were Rented 


This was the experience of the advertiser who placed 
the following ad in the “ For Rent Columns" in f l u s 
Section— 


W E L L S V I L L E —3 unfurnished 
rooms, bath, furnace heat, private 
entrance, firat floor. Phone W ells­ 
ville 416-R. 


If you have a similar offer and you wish to 
reach these prospective Renters, Phone 4b, 
ask for a Want Ad Taker, have her insert 
an inexpensive Ad now in time for Tomor 
row's paper. 
Reach these Renters right a\\a\ 
while they are still interested. 


The Hast Liverpool Rev leu 


Want Ad Department 


REAL ESTATE— RENT 
I 


60 
House* 
—----- 
. 
ill ............ ■ 
I SIB I.—IMS. 
nmS-ljggSM 
FUR R EN T—T H R E E ROOMS AND 
BATH 
INQ U IRE 
1932 
EDGE- 
W u u D STR EET. AT SID E POOR. 
H i'USES— $16.00 and up show n by 
ap p ointm en t only. R eferences re­ 
quired. Ph. HO. 9 to 3 p. rn., only. 


51 
Apartment* 


C H E S T E R — 3 larg e room s and bath, 
private entrance. On bus line. !nq. 
I IM 6 Phoenix Ave, a fte r 4 p. rn __ 
KOR R E N T — 4 rooms, fu rn ac e heat. 
p riv ate bath 
and 
e n tra n c e on 
Anderson Blvd. 
Phone 17SI-W. 
MODERN— 4 room a p a rtm e n t with 
bath, on Avondale SU Ph. I537-R 
a fter 4 p. in. 
M(>N ROE 
Al”#!— 5 room s and 
tile 
bath, steam heat. electric re fr ig ­ 
erator, laundry. See H arm er. Ph. 
2 341- VV 


57 
W anted To Rant 


W ANTED—6 room house w ith hath 
and furnace. R eferences fu rn is h ­ 
ed. P h o ne 1887-.I. 
WAN TK I P f TF RE NT— Modern I or 4 
room co ttsg e o r apt., u n fu rn ish ­ 
er. central 
located. Bb. 3541 -R. 


REAL ESTATE— FOR SALE 


68 


MERCHANDISE 


34 
Special* at the Store 


SEV E R A L good used sw eepers sn d 
w ashers. 
t>. M 
OGILVIE TOM PA NY 


FOR 
.SALE — W estinghouse 
light 
plant. 32 volt in good condition 
and new batteries, o n e 200 chick 
battery brooder (new* w ith k ero ­ 
sene heat. J. Geo. Torrence, Hooka- 
town, Pa.___________________________ 
FOR SALE— 12 ft. Cypress flat b o t­ 
tomed boat, suitable for outboard 
m otor and pair of ash oars. Price 
$20.00. 
Call 
at 
1143 
Ohio 
Ave. 
Phone 2087-R. 


Iv ELY I NAT' iR — Fam ily 
size, 
like 
new, electric refrig erator. G u a r­ 
anteed. 
Late 
model. $4.50 down. 
Balance to suit your pocket book. 
VICTOR APPLIANCE CO. 
323 M arket St. 
Phone 310 
COCOA 
DOOR 
M ATS— W ill 
sa ve 
your carpets and your time, $1.00. 
E P P L E Y ’ S 
Chester, W. V 
a . _______ Phone 566 


32 
W earing Apparel 


LADIES' 
brow n 
cloth 
coin 
with 
M anchurian 
w olf 
trim, 
size 
14, 
good condition, $5.00. Ph. 3334-M. 


13 
Household Goods 


8-tube used console radio, good co n­ 
dition, nice cabinet ........... $12.60 
PRICE ELECTRIC APPLIANCE CO. 
41S E. Fifth St.___________Phone 491 
9x12 F e lt' Ruse Hard Surfaced 
R ugs— $4.75 
E P P L E Y ’ S 
ch e s te r. W. Va 
Phone 


Five complete room? of 
fu rn itu re 
and electric w asher like new. c a n ­ 
ned fru it and tool*. Inq. 505 C om ­ 
merce St. Wellsville. 


35 
Radios— Service 


FOR SALE — Bathroom toilet com ­ 
plete. 
good 
condition. 
P h o n e 
1596 J. 
______ 
tiding 
FOR 
SALE— 
m etal 
bed. 
$4.00. Phone 


Jhild's 
excellent 
830. 


side# 
condition. 


PARTS 
and 
SERVICE — For 
all 
make* 
of 
refrigerato rs, 
Radio* 
Sweeper* and Washer*. 
We also 
do house* iring 
HANDT BADIO SERVICE 
117 VV. 6th St. 
Phone 931 


O') 
Cleaning— Pressing 


A. G. FLOYD 
I »rv (..'leaner. 
Phone 2672 .1. 
49c 
Men's Suits A Topcoats 
Ladies’ Coats & D r e s s e s .. 
CONSOLIDATED CLEANING CO. 
5th t Broadway. 
P hone 9077 


Painting— Paperhanging 


PAINTING AND DECORATING 
C. R. CRAW FORD 
PHONE 2 1 3 -R 
PAINT I NG, R t" iK~HE PA I RING a 'ND 
P A P E R HANGING REASONABLE 
RATES. PHONE M52-R. 


26 
Building Supplies 


ELECTRIC WASHEK — New 
1937 
(Jenera! 
Electric 
with all 
latest 
im provem ent* only $1.25 per week. 
G eneral Appliance Co.. 135 Wr. 5th 
CIRCULATOR ll e a te r— Large size in 
very 
good 
condition, 
w ill 
sell 
very cheap and on easy term s. 
SMITH A PH ILL IPS 
WASH. ST. 
T H R E E piece b reak fast aet, good 
condition for sale cheap on easy 
term*. 
R E E D BROS. FU RN IT U RE MART 
106 E. 4th St. 
Phone 305 
SPECIAL W H ILE THEY LAST: 
One floor lamp, I bridge lam p and I 
table lam p with shades to m atch 
all for $5.95. 
M. E. EPPLEY 
Cheater. VV. Va. 
Phone 566 
FOR SALK— Radixut gas heater and 
hot w ater tank and coils. 660 St. 
Clair Ave., after 6 p. rn.__________ 
FIV E 2 and 3 pc. Ii'lu g room suites 
$5.00 down and $5.00 a m onth pay ­ 
ments. 
NATIONAL FU RN ITU RE CO. 
122 VV. 6th St. 
phone 2243 


INSTALL, rep air or reset any m ake 
furnace, new amoke pipe a s p e ­ 
cialty. 
Work 
guaran teed. 
Phone 
3246-J. Ray Estell. 


INSTRUCTIONS 


16 
Musical— Dancing 


Learn To Dance 
Jack H 11 stones 
School of Dancing 
Mary Patterson Home 
EAST LIVERPOOL, O. 
Classes Every 
Friday and Saturdav 
ALL TYPES OF DANCING 
Children or Adults 
New C lasses Now Forming 
50c PER PERSON 
Estab. 1927. 
IS Years Experience 
Member of 
Dancing Masters of A m enia 
and 
Pittsburgh Society of Dancer* 
Unusual Clientele 
References Required 
No D eposit 
No Enrollment Fee 
I 
ENROLL TODAY 


Beauty Shops 


Advertise Daily 


in Classification 


No. 19. 


R e a d E 
t t r y A d . 


Hard Red Brick 


vSI.UU per I OCK) 


Kindling Wood 
SI.OO per Load 


Inquire at old Dresden 
Pottery 


W A T ER PRO O F blocks. 
Memorials 
RIVER r o a d BLOCK WORKS 
Ph. 956-R. G. H. Barlow. Ph. 2643-R 


Window Refrigerators 
Galvanised, 
rust resisting, a d ju s t­ 
able 
to 
differen t 
*i*eU 
windows. 
Priced at $1.70. 
Trotter Hardware Co. 
K elviuator 
electric 
re frig e ra to r 
slightly used, 
fam ily 
else. new 
g u aran tee. $S9.50. 
Prien Electric 
Appliance Co., 418 E. Fifth St. 
E lectric 
range, 
used. 
3 
burners,, 
oven, com plete with cable. 
For 
quick sale. $18.50. 
PRICE ELECTRIC APPLIANCE CO. 
418 E. 6th St. 
Phone 491. 


28 
Coal-Cokb— Fuel Yards 


PARSONS BROS. COAL 
Beat Coal. 
Best Prices. 
Phone 558 
“Oldest Coal Com­ 
pany in the City” 


ENTERPRISE COAL CO. 


BED OUTFIT 


$ 1 5 . 0 0 
SIMMONS BEI) A M ) SPRING 
And Cotton Mattress all for $ lr>.00 
C R O O K ’ S 


625 Walnut St. 
Phone 99 
COAL & COKE 
"The Best Of Fuel." 
B G. Seevers & Sons. 
Pb. 777 
O RD ER 
Pittsburgh Lump Coal 
P. MILLIRON CO. 
PHONE 1045 


29 Local Coal— Coal Haulers 


Lum p Coal 16c. B. of M. 14c 
Also 
P ittsb u rg h 
Coal 
H 
W. 
________ Brown Phone 876-J. 
H. GEREN—COAL 
P ittsb u rgh and Local 
Ph. 32I7-J 
PITTSBURGH 
B^ST 
PITTSBURGH 
t d x L r - t g g , 
18c, lum p 19c. O. W. Ferguson, 
P lutus A va.. Chester. Ph. 2173-M. 
G o OD COAL—Lump coal lac: Rua 
of Mine 13c for 
25 bu. or over. 
Quick Service. Ph. 641-R. Well* 
Modernize your home. Read the 
se rv ices o tte r e d in th * W a s t Ada. 


FUR 
SALE— 2 
guff 
rang '* . 
3 gas 
heater*, two 3 hole hot plates, one 
4 hole coal laundry stove and 2 
stand*. T. K. Troup, Bm ithsferry, 
Pa. 
HAND 
O VR PKT 
S W E E P E R —Cine 
th at 
will 
really 
pick 
up 
the 
crumbs, $1.25. 
E P P L E Y ’ S 
Chester, W. Va 
Phone 566 
G'">Ori USfcD'GAS RANGE— Ail por- 
celain, 
four 
burner*, 
insulated 
oven 
w ith reg u lato r; 
large size 
broiler and utility d raw er 
Like 
new in appearance and efficiency. 
Priced right. $4.5" down, balance 
to suit your pocketbook. 
VICTOR, APPLIANCE CO. 
323 M arket St. 
Phone SIO 


NKW 
1937 Crowley 
6 
tube table 
model 
radio. 
The 
world's finest 
sm all net, $19.99. 
WATSON H AR DW ARE 


Special sale of used radio*. Over 30 
to choose from. All in good play­ 
ing condition. Special while they 
last $5.00 and up. also big dis­ 
count on 
new 
1937 console and 
table model radio. C entral Bervie* 
Station, Newell, W. Va. Phone 3030 
SPECIAL 


USED RADIO SALE 
Big Selection 
To Choose From 
$4.95 up 


FIX-IT SHOP 
124 E. 4th St. 
Ph. 169 


TUBES 
tested 
Ire*' 
on 
o ur 
new 
Precision 
tube 
tester. 
We 
g i n 
complete home or sto re service on 
all electrical appliance*. S atisfac­ 
tion g uaranteed or money refund 
ed 
VICTOR APPLIANCE CO. 
323 M arket SI._____________ Phone 310 
7 
TUBE 
M ajestic 
Cabinet 
Model 
Radio— $8.5(1 
M O O R E ’ S 
PHILCO 8-tube console model radio, 
good condition. $15. Crosley 7-tube 
console model, plays good, $5.06 
R. F. PRESCOTT. 
139 W. 6th St 


36 
Musical In stru m e n t* 


MERCHANDISE 


35 
Radios— Service 


RADIO— Philcp ll tube superhetero ­ 
dyne in very nice cabinet. Like 
n>-w. will sell very cheap and on 
convenient payments. 
SM ITH A PHILLIPS 
VV VSH. ST 


37 
Office Equipment 


Portable Typewriters 
REMINGTON 
UNDERWOOD 
ROYAL 
As Ix)w As $1.00 Per Week 
WILSON STATIONERY CO. 
106 W est Fifth St. 
Phone 297 


TY PEW R ITER S 
ADDING MACHINES 
Sold— Re nt od— Ft epa ired 
McCullough Elec Co 
413 Waeh. St 


38 
Wanted To Buy 


W ANTED T m BUY. CHERRY LUM­ 
BER CALI, OR WRITE. 
K E R R LUM BER Cm________Ph 
MHI 
WANTED— Battery operated radios 
In trade on new 1937 Zenith F arm 
Radios with wind chargers. Also 
liberal trade on your old electric 
sets on new Zenith and Sparton 
Radios. 
VICTOR APPLIANCE Co . 
323 M arket St. 
Phone SIO 


City Property 


T hree family a p artm en t, and 
two 
fam ily dwelling, Income $70 per 
month, property m uat be cold to 
close an estate. Price $3600.00. 
GEO. H. OWEN & CO. . 
F latiro n Building 
E sta te and In surance A gents 
P hone 49 
p R t'P E T T I E S for sale In ab parts 
of city. Term* as low a t 10% cash. 
Balance m onthly paym ents. 
JOHN W. CHARLTON Phone 693-M 


Real 


Modern dw elling of six 
George Street, price 
rooms 
$4500. 
St. 


GEO. H. OWEN & CO. 
Flatiron Building 
n#a) E state and In surance Agents 
____ P h one 49 
P L E A S A N T lf' ITS — 5 
a n d 
6 room 
house*, modern, bath, double g a r ­ 
ag e, Price* $1200 a n d $2300. 
JO !IN W. CHARLTON. P hone 693-M 
FOR SALE — 5 room m odern house 
at 
406 K. 3rd St. J. K 
McIntosh. 
Scotch Settlem ent. Wellsville, Ph. 
VV e l |w Ville- 301 3-R - 2. 
_______ 
_ 
Dwelling of 
six 
rooms, 
on*- 
car 
garage, Chester Avenue, 
Wells­ 
ville. 
Ohio. 
Reasonable 
term*. 
Price $2700.00. 
GEO. H. OWEN & CO. . 
F latiron Building 
Real E state and Insurance Agents 
Phone 49 


AUTOMOBILES 


70 
Automobiles for S a l* 


M cCo y SALES A SERVICE 
Paul McCoy 
F o rd Dealer 
Broadw ay. Wellsville. 
Ph. 74 
CHEV RO LET 1930 Coupe 
Come In 
and see this one. Our price is $110. 
DOUGLASS MOTOR CO. 
C hrysler and Plym outh 
Si2 W. 4th St. 
__ 
Phone 328 
1929 
CHEVROLET 
Coupe. 
good 
m echanical condition, good tires, 
$65. HIO Railroad St. Ph. 3662-R. 


KAPP M OTOR CO. 
‘Dodge and Plymouth Distributor" 


DODGE Sedan . . . . 
FORD Coupe ........... 
CHRYSLER Sedan 
CHRYSLER Coach 


520 Broadway 


. . «m> . $90 
. . . . . . $85 
$75 
............ $75 


Phone 914 


i Pe with 
beat thii 
rum - 
low 
PLYMOUTH 1933 Cou 
bl* seat. Can you 
price $285. 
Do u g l a s s m o t o r ret. 
C hrysler and Plym outh 
312 VV. 4th St. 
Phone 338 
EPPLEY’S 


31 FORD, R 
8 
Coupe, 
condition, with brand 
new guaranteed tires 


in 
good 
$195 


'32 CHEVROLET 4-Door 
t N lp K 
Sedan in good condition.. 


'32 
HUPMOBILE, 
4 Door 
Sedan, 
very 
fine 
m echanical 
condition, 
looks Uke new, a fine 
family car .......................................... / 0 


34 
PLYMOUTH 
Coupe— All 
Good Tire* ........... 


Deluxe, 
R. 
S. 


Chevrolet 1930 
Sedan, 
a light 
easy to handle, and easy on the 
pocketbook. Get o u r price. 
RAY BIRCH 
“ Your Ford D ealer” 
519 Walnut. 
Phone 190 
Pl TY Al '(UTH 
1934 
F in u*« 
Coupe, 
equipped with radio and all do- 
luxe equipm ent. 
$395. 
DOUGLASS MOTOR CO. 


FOR SALE 


39 
Good Things To Eat 


PURK HONEY — 2 lbs. J, 
Black Bro*., 9 Mile* West 
I >f Cliv I *11 Route 30. 


Holliday Street five room dwelling 
bath, 
furnace, 
corner 
lot. price 
$2500.00. 
Faw cett Street, ftve room dwelling, 
centrally located, modern conven­ 
ience*, price $3200,00. 
C, VV 
HENDERSHOT 
517 Broad way____________Phons 1370 
CftAIG 
I NSUR AN* E 
Phone 526-J. 


LIVESTOCK 


42 
Feed— Supplies 


For Hale 
Hay. Inquire J. 8. McIn­ 
tosh. 
Hootch 
Settlem ent. 
Wella- 
\ 11 Ie. Photo 
VV Hillville 5013-R-2. 
I FARM ERS— Have on 
harness, col­ 
lar*, etc. Prices will soon raise. 
G. I* F rederick, 629 Green Lane. 
L IT T ik 
POULTRY 11 'HJS E 
U 
K. Peal 
Moss . . . . 
Serv-All Poultry Litter 
Corn Cob L itter . . . . . . 
Tile F, P. FAULK 
Phone E. L. 3 40. 
24% D airy ......... 
20% Dairy ......... 
JUHN E. SMITH. 


$2 75 Bale 
fl 95 Bale 
.50 cwt 
SUNS CO. 
Well*?Hie 553 
.$2.S o 
$2.20 
7,1 4 - RI S 
Piton* 


Bargain List 


Musical 
I nstruments 


DON T GAMBLE VV ITH F E E D S 
BE SAFE 
Dem and Big F Feeds which contain 
al) necessary 
vitamin* A m inerals 
for h ealth A production. 
FAULK BROS. CO. 
"Th# Old R< 
Dresden Ave., 


ADAM A 
REAL ESTATE A 
IOX E. 61 h St._______ 
We have properties listed for sale 
in ail p arts of the City on term s 
aa low a* 10% casti and balance 
In m onthly paym ents. 
GEO. H. OWEN & CO. 
Flatiron Fiullding 
Real E state and Insurance Agents 
Phone* 49 


C h rysler and 
812 W. 4th. Hi 
P ly m outh 
Phone 328 


FOR SALE 
Five rooms modernly equipped oil 
Railroad St. $2200. 
Six rooms modernly equipped < 
St George .St. $2700. 
D. F. White & Son. 
PHONE 593 


64 
Lot* 


FOR SALE— Lot 
on 
Wall 
St., 
I 
square above 
G ia n t 
St. school. 
Phone 1118 J 


FINANCIAL 


67 
Investm ent* 


'liable.'’ Phone 3 4! 
and Chester, W. 
Va. 


ODD Dining Room Chairs, $1.00 and 
up. 
Peoples Auction, 453 Main S t, 
Wellsville, O. 
FIV E piece break fast set,' 2 golden 
oak dressers in excellent condition 
for eale cheap on easy term s. 
MONINGER BROTHERH 
St. Clair Ave. 
Phone >831 
Electric refrig erato rs, new- rn ode la. 
Electric w ash ers and ironers, new 
models. Special close out prices. 
Big 
discounts. 
Centre] 
Service 
Station. Newell. W. Vs. Phone 3030 


34 
Spacial* at th* Store 


LIVING ROOM SUITE — 3 pieces 
In very nice velour cover in good 
condition. 
WTI! 
sell 
very 
cheap 
and on easv terms. 
SMITH A PH ILL IP * 
WASH. ST. 
T i 
CLEARANCE all 
m s p attern s 
5c an d 7c a roll. 
S tar W allpaper 
s t * * * COS Dresden. Ph. 73S-J. 


Guitar, High Grade ................$ 6.To 
T enor Banjo Hay K ra ft .. 
19.50 
T enor 
G u itar ........................... 
4.95 
Violin Outfit, V* size ............. 
6.50 
Gibsin G u itar A Case ......... 29 *'l 
National Steel G u itar A case 19 50 
Gibson T enor G u itar A Case 19.7 ; 
I Violin Outfit, full s i z e 
8.50 > 
I Gibson G uitar. Special with 
case, finest qu ality ................ 49-30 
I Boehn System C larinet and 
Case 
........................... ................... 12.60 
I Ebonite C larinet A Case, both 24.50 
I 
driver C larinet A Case, 
new 39.50 
I 
K ing C larin et A Case, 
fa c ­ 
tory reb uilt 
49.50 
I E F lat Alto Saxophone, brass 49.50 
I E F lat Alto K ing Saxophone, 
silver plated ............................. 49.60 
I Silver Plated T rum pet, new $39.60 
I Buesch T rum p et, facto ry re 
built ............................................... 59.50 
I Cornet A Case, gold lacquer, 
new ................*............................... 39.50 
I 
Holton 
M ajestic 
Cornet A 
case, new silv er plated . . . . 49.50 
1 C Melody Saxophone, rebuilt 29 50 
I Conn E F lat 
Alto 
Saxo­ 
phone, reb uilt ............................ 69.50 
I Holton B F lat T enor Saxo­ 
phone, facto ry reb uilt ........... 97 60 
I Conn B F lat 
T enor 
Saxo­ 
phone, factory r e b u i l t .. 95.90 
I K in g E F lat B aritone Saxo­ 
phone A Case, new gold lac­ 
q u er ............................................. $159.00 
I C Melody Saxophone A Cate 19.75 
I 
B F lat Soprano Saxophone, 
Conn ............................................... 5< 60 
I 
X ylophone 
O utfit, 
$85.09 
m o d e l ......................................39,50 
I Plano, 
w'tlnut 
case 
with 
bench ............................................... 39 50 
I Piano, m ah o g an y case with 
bench 
................................... 34.50 
I Piano, oak case w ith bench 
39.50 
I Piano, w a l n u t , case w ith 
bench 
......; ................ 4S.90 


43 
Dogs, Cats, Bird* 


WANTED 
P ersian 
Mal* 
( ’at 
For M ating 
Phone 1811-11 
CANARIES 
— 
FIN E 
HEALTHY 
HENS. READY FUR MATING. 
PHONE 2265-IC. 
THOROBRED Co ckerel Spaniel Pup- 
pies, whelped NOV. 1st. Registered 
stock. Ph. Wellsville 294-R-6. 


Poultry— Supplies 


Strouse-Thomas WhelaD 
INCORPORATED 


We buy, sell snd ex ch ang e build­ 
ing and loan stocks and deposit*, 
listed 
end unlisted 
sto ck s 
sod 
bonds 
309 Little Bldg. 
Main ITI 


68 
Money To Loan 


FOR HALE—39 R. I 
R ’*, 32 8 
C. 
W, L eghorn pullets. Oliver Gal- 
_ 1 (*P* L ittle Blue Rd.. Chester. 
b a y o ld Chick* E very Monday 
VV, N. SIMMS POULTRY KARM 
PLEASANT HEIGHTH 


46 
W anted Livestock 


DE A D OR ALIVE Horses, Cown, Re­ 
moved prom ptly free of charge. 
Phone 
Salineville 
47. 
We 
pay 
telephone 
charges. The 
Toungs- 
tow-n Hide A Tallow Co._______ 


B r o o m s ancT bo a rd 


NEW IN EAST LIVERPOOL 


H O NO R L O A N S 


No secu rity of any kind. J u s t 
sign a plain note. Available to 
regularly 
employed 
salaried 
people and w age earners. 


Dodge Coupe 
Dodge Sedan 
Essex Coach ........... 
Chrysler Hcdan .............. 
1928 Chevrolet Sedan . 
1929 Chevrolet Harlan . 
1929 Chevrolet Roadster 
1929 Ford Medal................ 
Nash Sedan ........... ...... ., 
Rec Coupe .......................... 
Mu lek Coach ..................... 
1929 Ford Pickup ........... 


BARGAINS 
Dow ti 
P ay tn ’t 
...........................$23.00 
36.00 
25.00 
35.00 
30.00 
45.00 
46.00 
4 5,00 
35.00 
20.00 
25.00 
45.00 
E asy T erm s 
No Finance Charge* 
GORDON AUTO SALES 
C orner Seventh A Ja ck so n Ut 
Phone 444 
Open E venings 
PLY MOUTH 193 4 Deluxe 2 door se- 
dan, has very low mileage, very 
nice finish and In perfect running 
condition. 
$395. 
DOUGLASS MOTOR CO. 
C hrysler and P lym outh 
312 VV. c h St. 
Phone 328 
i m ALBORN BEDAN 
OHIO MOTOR SALES 
127 W. 5th St. 
Phone 382 
Ford 1936 Coupe, a n y one would be 
more than pleased with this new 
looking car 
RAY BIRCH 
“Your Ford D ealer” 
519 W a lnut. 
Phone 190. 
CH Ii YBRER 1934 Airflow sedan, low 
mileage, 
in 
excellent 
condition. 
Original 
cost 
on 
this 
car 
was 
81,#60 now only $625. 
DOUGLASS MOTOR CO. 
C hrysler and Plym outh 
ai 2 VV 
I th Bt._____________ Phone 328 
1935 FORD COUPE 
EIDENIRE MOTORS 
’’FORD 
STOP Bo. 


AUTOMOBILES 


70 
Automobiles for Sale 


1928 Oldsmobile Sedan— Good ru n ­ 
ning condition, good tire*. Price 
$35.00 Ph. 7SOO-R-3 a fte r 5:30 p.m. 
Plym outh 
1934 Deluxe Coach, this 
car 
Is 
in 
very 
good 
condition, 
has new appearance 
Priced low. 
RAY BIRCH 
“T o ur Ford D ealer” 
619 W alnut. 
Phone 190. 
19G4 OLDSMOBILE 5 
4-Door T ouring Sedan 
$695.00 


Car 
in 
exceptionally 
nice 
shape 
throughout. Good heater. 


TURK MOTOR SALES 
ILiL* W alnut St.__________ Phone 36 
I 4 OLDSMOBILE COUPE------ 
5 Passenger T ouring 
. . . 
LITTEN MOTOR SALES 
414 East ,>th S t.________ Phone 1229 


Best Buys 
on the 
U SE D CAR 
M A R K ET 


1986 
CHEVROLET 2-Door 
Ing Sedan .................... 
’34 CHEVROLET 2 -Door......... 
Sedan ................................. 
’34 CHEVROLET C o u p e 
$ 3 9 5 
35 FORD Tudor Touring 
S ed an ............................................ $476 
'35 FORD Coupe ....................... * *454, 
’36 BUICK 40 Convertible 
C oupe ............................................ $596 


VICTORY 
M OTOR SA L E S 


Tonr- 
$506 


$396 


520 Minerva St. 
Phon« 771 


1399 
1929 ESSEX SEDAN------ 
STANDARD GARAGE 
Main St.. Wellsville. 
Ph. 
195 


D E A L E R ” 
Phone 767-J 
Essex, 1932 Hedan, in good running 
condition, this car is priced low 
for quick sale. 
RAY BIRCH 
’’Your Ford D ealer” 
619 W alnut St 
Phone 190. 
1927 NASH SI- DAN jfl) OO 
A-1 Condition. 4 Good Tires 
STANDARD GARAGE 
1290 Main St. W ell-Ville. 
Ph. 105 
PLVM "LTH 1935 I - luxe Coupe, has 
radio, heater, etc, like a new car 
throughout. Our low price $445. 


OHIO MOTOR SALES 
127 VV. 5th St. 
_______ Phone 382 
1934 Ford Deluxe Coupe R um - 
ble seat ........................................... M ia 
1934 Ford Fordor Sedan ............ 8340 
MID-CITY MOTOR CO. 
MIDLAND, PENNA. 
PHONE IS 


Save $25 to $150 
on any car in our stock, 
during our Used Car Sale 


Centra] Service Station 
DODGE and PLYMOUTH 
HUDSON, TERRAPLANE 
Newell, W. Va. 
Phone 8010 


1933 DODGE Panel Truck, excellent 
condition 
Phone 977-J. T rl-gtate 
Garage. 128 W. 4th St._________ 


FIND OFT HO VY MUCH 
Your Dollar \\ ill Buv 
OUK 
JANUARY OLLARAM K 
SA L E 
1931 International with Dump body 
1931 Ford Sedan Delivery 
1932 Ford 167-in. W. B. 
1933 Dodge Slake Body 
1936 O. M. C. Tractor 
with Sleeper Cab 
1934 Ford Dump Truck 
1932 Stewart 2i ton. 16 ft. Van 
type body. 


Good Selection of Cheap Truck* 
from $40.00 up. 
KIKE MOTOR SALES 
International Truck 
Dealer 
243 W. 6 th St. 
Phone 487 


72 
A ccesaorlea 


oh io Flexon Clutch Plates 
Kress Service Garage 
“Distributors" 
Dresden Ave. 
Phone 683 


78 
Repairing— Service 


F ram es and Aal** Straightened 
Lawrence Motor Co. 
East End 
Phone 704 
Naylor Service Garage 
104 Rural La ne. 
Piton*- 223. 
BATTERIES CHARGED 50c 
RADIATORS RE PA IR ED 
Fender and Body Repair* 
Auto P ainting $10.90 and up 
* 
For Service Car 
PHONE 444 
GORDON AUTO SALK? 
lh A Jack son Hts. 
Open Evening* 
Motor tune up w ill sav e gas and oil. 
our work 
k u s ' anteed. 
MORGAN 
OARAGE 636 B roadw ay 
PH. 999. 
G ENERAL REPA IR WORK and ig- 
■ nition parts, Chuck's Service S ta­ 
tion. Cannon Mills. Ph. 7516-R-21. 
Frame# and Axles Straightened 


Household Loans 


Use’ 
bile 
your fu rn itu re 
as eecurlty. 
or autom o- 


47 
Sleeping Room* 


NEWLY 
furnished 
sleeping 
room, 
gentlem en preferred, fu rn ac e heat. 
598 College Hi 
Phone 3241-J 
345 W. 6th—- f l e e i n g room, private 
house, p rtv a'e entrance. All co n ­ 
vert., gentlem an only. Ph. 1855-W. 
t . 
m . 
c . ' a 
t r a n s i e n t 
Ro o m s 
Night, ghow er 
Pool P rivileges. 


Smith & Phillips 


Washington Street 


75c and $!,00 
Baths, Swim m ing 


49 
Housekeeping Rooms 


TWO furnished 
hkp. rooms, sink. 
bath and stric tly private. Suitable 
for 3 adults. 
314 W. 9th St. 
545 BRADSHAW — F u rnished 
room 
for light hkp., private entrance, 
all conveniences, Phone 2090-M. 
t <T~ MONROE ST. 
— 
2 
furnished 
rooms for light housekeeping, fu r- 


NO ENDORSERS 
Necessary on any loans 
REDUCED COST 
and amal] 
m onthly 
payments. 
F or example, $15.00 first m onth 
decreasing each month to $10.30 
last month repays a $200 loan 
In 20 m onths Including charges. 
P i'- faster and save costs. Free 
inform ation on other size loans. 


MONEY SAME DAY 
if you apply before noon 
Household Finance 
Corporation 


DOUGLASS MOTOR CO. 
Chrysler and P lym outh 
31! VV I th Hi. 
Phone 328 


U SE D C A R S 


I’m FORD Tudor 
1936 FORD Cou {ie 
1932 CHEVROLET Coach 
1931 CHEVROLET Coapt 
1930 CHEVROLET Coupe 
1930 OLDSMOBILE Redan 
1931 OLDSMOBILE Coup. 
1928 DURANT 


Temple Motor Co. 
Chester, W. Va. 
Phone 2190 


PHONE 3030 
FOR 
Day or Night 
Wrecker Service 
Complete 
Garage Service 
Central Service Station 


74 
Auto W recking 


Seoond Floor, 
599 M ark et 
Phone; Main 324 
On the Diamond 


Bt. 


You can find caab buyers for 
used furniture through the Want 
Ads. 


C L A S S IF IE D D IS P L A Y S 


FO R m o n 


38 BUICK Coach 
*31 PONTIAC Coupe 
’SO FORD Roadster 


WANTED —- "Id cars for wracking 
purpo**». Higher prier*. 
Berman 
Auto W recking Co. 320 Moo re St. 
Photo TOI-J 
LIVER BUOL 
A U f u 
WRECKING 
Any P art F "r Any Car 
TIRES. BAT'J KRIES. AUTO GLASS 
767 Dresden Ave. 
Phone 1013 


C L A S S IF IE D D IS P L A Y S 


Looking For a 


T R U C K ? 
Look Here 


30 ( HEVROLET Vs Ton Can 
opv E x p r e s s ........................$49.00 
’30 FORD Pickup . . . $150.00 
Your Choice for $395.00 
’35 CHEVROLET 
Ton 
131 W B 
'35 CHEVROLET I U Ton 
157 W. B 
'35 FORD 11/2 Ton 157 W. B- 


Ii 'SALCSlL _ _ 


i 
p 
OTTE 
i‘ SERVICE ! 


PAGE TW ELVE 


THIMBLE THEATER 


W TUE MSSKERN M US\c \ 
SEEM S TO BE COMIN* 
^ 
PROM TMW CM STUMP. 
ROT-RUT MOW IT 


EAST LIVERPOOL REVIEW 
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By Segar 
POLLY AND HER PALS 
By Cliff Sterrett 


BRINGINO UP FATHER 


REMEMBER. M AGGE-W HEN 
' YOUR AUNT KATE WOULD 
GIVE L IT T L E N E L L IE A 
NICKEL T O "BREAK IN "HER 
NEW S H O E S - 


AND"BLLrrW TH E G R O C E R , WOULD 
G(VE A HANDFUL O F CANOY TO 
EVERYONE WHO CAM E T O HIS 
S T O R E FO R G R O C ER IES- M R S MORAN 
MOORE WOULD BRINO ALL H E R KIDS 
A N O ONLY S P E N O A O C E ­ 


ANO HCM/ TH E KELLY KIOS HATED 
SATURDAY NIGH T - A N ' TH EIR DAO 
M ATEO W A TER ,T O O - 


H H 
Opt KST. lung ft*tuff* Syndi.*U, la< , % orig tick* 


TILLIE THE TOILER 


By George McManus 


t h e d o c t o r s a y s 
t h a t m a c ' s He a d w o n t 
HAVE t o BE IM ICE AMYMORE BUT VU KAT HE MEEE& 
KlOVil 
IC 
C /a L ^ ic r 
11.......— »«a i - y ^ .............. f 
l 


JUST KIDS 
By Ad Garter 


I'LL VaJEAR My 
B ie M U FF_iTiS 
R A T H E R C H IL L Y 
O U T 


bsM M UM B TD LOOK UP AW D O W L . / M P V 
pftftOGK WU C O O M THS S T W W T g U n C f - 
VUU U KW - I'M TUA kHslDA_J 
F g U JM 
WMAT r - ------------ 
^ y U > / > 
r * 
. 


---------------------------------- 


TIM IO O M -V O LA CWT H 0 8 -« « N * v rB \A I. BT 
UP 64V LAST TU SA* P B T © -A M I D OT A y 
C M A A o rr t o « r r a 
k » w p a t 
jp=*=zr_ 


I L 
\ k k o w rftOMDiKfO (rn r r p j 


VA4AT I voajsfXA K N O " I * - ) 
DOES YOUR ) ---------^ 
PROO EAT r - ^ 
. 


MOW IS S O M E 
F A M IL IA R . FACIE 
O R O B T E C T TO 
BR IN S HIM B A C K 
TO N O R M A I____ 
PUT YOUR HAT 
AND COAT OM / 
M U M S Y - w I'M 
TAK.! NG- Yfcxj 
t o S e e M a c 


T H I S l^> 
M O T H E R , 
N U R S E - 
CAN WE 
^ E E 
M A C ^ 


By Rubs Westover 
( S E E , M A C — I B R O U G H T 
SO M E OF THOSE KST DUMFLW13 
U P FOR YOO IN M y M UFF — 
Y O U A L W A Y S L IN E D T H E M - 


R E M S M B E R f J ~ 


INSPECTOR WADE 


YOU WEAN THE 
UCMT FROM 
THAT MIRROR 
WAS IN 
coon 


By Edgar Wallace 


WHAT/ WHERE ARE YOU?— I'll 
BE THERE IN jjfilf 6B HQUR/ f ^ 
AND THIRTY MINUTES LATER. 


WHERE DID 
THOSE StGWfclS 
COME FROM? 


Daily Cross-Word Puzzle 
TIM TYLER S LUCK 
By Lyman Young 
391 


ACROSS 
L Mechanical 
device 
A Smell 
a Upright 
•take 
Ii. Metric land 
measure 
Ii. extreme 
bittern eu 
i i J a p a n e s e 
classical 
drama 
lf. Swamp 
17. Place for 
storing hag 
IS. One tndefl* 
nitety 
Ii. River In 
Alaska 
& Cut short 
Native 
metal* 
bearing 
compound 
IS. Ridge* of 


S s 
E T 


Solution of Yesterday’* Puzzle 


aTnFt B AlUlA'ls ■ s ] tK TB] 
a s o n i a 
o w o a 
H K H K O 
t t W i * 
B W 
H a m n a a n a 
S B H 
S W U M 
Id 
W O f iia 
H O 
H U H U I il 
O M t t l i f l d 


s b c s b b s 
a 
s i a 
B U S H 
n r j u W B 
H 
r a s a 
a u g e r S a © 
i d i - i a m r a a 
© n a © 
& U 1 4 H Q 
K O H M 
a p i l i 
c i> i r d s 
s a 
c i a a r - w a s 
id m m ® «m » 
i i i 
l S H S I I 
o .v l 
N .C S 
[s t 


! ;0 
r n 
l !e 
lEiilP 


>K< 
Slactal 
rift 
ii. Worthleae 
dog 
2ft. Hor! ion tai 
SS. Nova! 
IT. 
SS. 


SS.se. 
IL 


Unit of weight 
Broad th ic k s 
pieces 
Purchase 
Direction__ 
Dai t•f 
Scotch 
Si. Assist 
SS. Had being 
SS. Draft 
animals 


39. Deep bole 
♦0. Portend 
ii. Behind a 
veasel 
42. Entirely 
4S. High regard 
i i Sign of the 
infinitive 
4ft. Character tn 
"The Faerie 
Queene" 
4*. Not many 
47. Sun god 
4s. Controversial 
el. Vigor: alang 
63. Feminine 
name 
63. Standard 
Si. Timber tree 


DOWN 
I. Deep valley 
with high 
eteep sides 
3. Excite to 
action 
3. Pronoun 
A Part of a 
kitchen 
range 
h. Noise 
ft. Gold: heraldry 
7. Unverified 
report 
ft. Seat in church 
9. In contact 
with from 
above 


IO. Sacred 
Egyptian 
beetle 
IL Art idee of 
belief 
ti. Tennis stroke 
18. in favor of 
20. American 
Indian 
2L Sweet biscuit 
SS. Leaf of the 
palmyra 
palm 
2ft. Affectedly 
shy 
25. Insect 
37. Wine cask 
28. Doleful 
29. Fbrbid 
30. Humor 
3L Kind of 
short beard 
S3. English college 
33. Containing 
moisture 
34. Trouble 
35. Gained the 
victory 
3ft. Idolizes 
37. Celestial 
being 
39. Unadorned 
40. Ornamental 
knot 
42. insect 
43. Steering 
apparatus 
4ft. American 
republic: 
abbr. 
4ft. Remote 
49. Inside 
60. Together: 
prefix 
ftL Dad 


TOOTS AND CASPER 


/ 
2 
3 
'M ■4 
5 
lo ' I 
8 
I 
IO 
H 


a 
J3 
a1 


j5 
/* 
'7 
V, 
///i 
/8 


>1 
2o 
V " 'tty, ZI 
22 


23 
I#ii 
24 
25 


2jU 
WW/, 
i< 
27 
Z8 
ifmIffP 21 
3c 


“ 
St1 
32 
33 
f 
34 
35 


38 
*7 
4c 


41 
WM 
W/'A 


I 
f e 
43 


44 
WM45 
d 
K< 
47 


4e 
J* <4 
So 
St 


83 
I 
S3 
WM 
imk 
54 


MY BO SS MAKES A 
LOT OF MONEY IN 
T H E STOCK MARKET'. 
I'M ZjONNA ASK 
HIM WHAT TO 
INVEST MY MONEY 
IN ' 


CASPER* MAYBE IF 
YOU'D WORKED TO 
EARN THAT FIFTY 
THOUSAND YOU 
WOULDN'T BE SO 
ANXIOUS TO 6-ET 
RID . 
OF i t ! 


By Jimmy Murphy 


TO HEAR TOOTS TALK 
YOU D THINK IT'S A CRIME. 
TO BE AMBITIOUS* BUT 
SHE LL CHANTE HER 
TUNE SOMEDAY WHEN 
I MOVE HER INTO A 
MANSION ON 
►MILLIONAIRES 
ROW ‘ 
rn 


fcWit 


Mu r p h y 


LITTLE ANNIE ROONEY 


O H , LO O K , Z E R O — IT Is EATING T H E ^ 
G R A S S - S O EVEN! IF IT C W T W A L K 
'C A U S E IT S LEG IS H U R T - I G U E S S 
IT W O N T DIE TILL VIE VE F O U N D 
~ -7 
W HO O W N S IT — IT'S A W FU L 
t o u g h t o b e l o s t a n 1 s i c k a t 
t h e Sam e tim e 


By Darrell McClure 


STEACY R O V E R - ST O P 
T H A T G R O W LIN G - ST O P 
IT I S A V - 


^ G E E ,Z E R O . 
I H O PE THIS 
W H ERE T H A T 
P O C C L IT T L E 


l a m b 


Rent, Sell, Buy, Exchange 
Through The Want Ads. 


— 
--------------------- 
T H A N K S T O T O U , TH E LA M B H A S 
R E T U R N E D T O T H E F O L D - D O N T WORRY. 
H IS L EG W ILL S O O N B E O K A Y - H E 
_ 
M U ST H A V E FA L L E N 
O F F THE W A G O N ­ 
LOAD O F L A M B S 
S A M B R O U C H T 
FROM TOWN 


E A T TO U R P IE , 
h o n e t - y o u m u s t 
B E M IG H T / T IR E D 


i t W A S N T VECVHCAvy 
A N ' IT W A S S O NICE 
A N ' FS lE hiO L y I DIDN’T 
MIND CA O R /iNG I T - . 
H O N E S T , I D i d n t y i ) 


SECOND 


SECTION 
EAST LIVERPOOL REVIEW 
* 
Complete News Coverage of Wellsville, Midland, Chester and Newell 


PAGES 


13 to 18 


ESTABLISHED IN 1S7V 


SPEAKER URGES 
YOUTH TO BUILD 
BROAD PROGRAM 
. 
I 


Brokaw Praises All-Around 


Man In Talk Before Lions 


Club At Y. M. C. A. 


T h * A s s o c i a t e d 
P r e s s . 
U n ite d 
P r e s s 
I n t e r n a t i o n a l N e w s S e r v i c e 
EAST LIVERPOOL, OHIO, THURSDAY, JAM ARY Ii, 103? 


‘DEATH VALLEY SCOTTY’ SUED FOR SUPPORT 


LIVES OF FIVE TRACED 


Merits, Faults Of Former 


College Comrades Used 


To Emphasize Point 


The pages of m em ory w ere leaf­ 


ed W edn esday night a t the Lions 


Huh meeting 
in 
V. 
M 
C. A. by 


H a rry 
Brokaw, 
f o rn e r 
municipal 


j u d g e , to bring a picture of 
the 


•aine of all round development by 


the youth of America. 


Mr. Brokaw , vivifying his view. 


point 
with 
living 
exam ples, 
o u t­ 


lined c h a ra cte ristics of five form er 


cla ssm a te s a t 
M arietta 
college 


deemed 
n e cessary 
for 
the 
better 
man. 
A sch olar from W ales, who pre­ 
pared for the m inistry, wa* called 
an outstanding exam ple of moral 
strength. On the other haDd. Mr. 
Brokaw pointed out. he was lack­ 
ing in certain qualities 
‘ He cared lit Ie for ath letics, dis­ 
played but a minimum of w hat is 
term ed 
‘college 
spirit’ 
and 
was 
m erely a v erag e in his studies. 
Physical S tren gth Cited 
“T h e n ext companion praised for 
his physical strength, now a sue. 
cessful 
law yer, 
was 
devoted 
too 
strongly to athletics. More than six 
feet tall and weighing 220 pounds. 
he was everyth in g a good linesman 
should he. T he first football gam e 
in which he participated, and inc!- 
dentally th e first he had ev e r seen, 
saw bim 
display ability 
against 
W . & J . which left nothing to be d e­ 
sired. T h e sch olastic b a rrier prov. 
ed his most difficult hurdle.” 
Mental strength entered the scene 
in the person of a C hicago lawyer, 
who during his college days ob tain­ 
ed g rad es which ranked highest at 
th e institution for 20 years. 
“ His 
defects, however, w ere his deficient 
physical setup and an app aren t lack 
> 


of college loyalty. 
A “A seafarin g Scottish youth from 
Edinburg was definitely the person- 
i f lc a u o a o f an indomitable will. Tie 
entered college with but 16 cents 
in his pock ets a fte r sailing th e sea 
and com ing to A m erica. His p er­ 
s ev eran ce o v ercam e all obstacles, 
how ever, and he obtained a Job and 
worked his w ay through th e acad 
►my. 
D esirable Man Nam ed 
After dropping 
bis 
studies 
to 
join the navy he returned and com 
pleted his course at the college. He 
then b ecam e a captain in the fam ­ 
ed Black W a tch , one of the g re a t­ 
e s t military units in the world. T o ­ 
day he is a successful author, call­ 
ing upon a vast knowledge of the 
sea 
and 
travel 
to provide enjoy, 
able reading for thousands. 
His 
g reat deficiency lay In bis lack of 
m oral c h a r a c t e r.” 
The m ost desirable individual in 


CHURCH MEETING 
TO ATTRACT 200 


County Brotherhood Groups 


Plan Rally At Wellsville 


On Friday Night 


Aboui 
2on 
a rc 
exp ected 
st 
~ ; Se le ctio ns, string o r c h e s tr a o f th e 
m eeting of 
M e n s 
B roth erh ood o f 
W ellsville church 
group singing, 
C olum biana 
county in th e W e l l s - j led b> T C. M cClelland: vocal Be­ 


lv ille First Christian church F rid ay I 


j night, with th* 
Loyal Brotherhood 


! B ible c la ss a> hon 


M em bers will attend from C hris * 


I tiau chu rch in C t- 
Liverpool. S a - 1 


, leu., Lisbon, East Palestine. Colum ­ 


biana. 
Salineville 
R ogers, 
M an-1 


Overton, 
K ensington. 
F r e d e r ic k - , 
j town. 
New 
Mcxainler, 
St 
C la ir; 
I S ta tio n and W ellsville, 
j 
Rev. N. R Athey. iecently-install- 
le d pastor o f the Church of C hrist 
J at 
F a st 
Palestine, 
will be 
priori- 
i pal speaker. 
T he program als> will include: 


lections, m ale q u artet o f L isb o n ; 


four-m inute 
talk s. 
“ P e a ce 
of 
E u ­ 


rope." W illiam M cK in le y Crawford 


of 
W e lls v ille , 
" P e a c e 
of 
the 


O rie n t," 
Paul 
R e e v e s 
of 
S a lin e ­ 
ville: 
‘ P e a c e of tho U. S..” E. S. 
H art rum of Lisbon 
A constitu tion for the newly o r - j 
ganized group will he adopted du r­ 
ing th e bu sin ess session conducted 
by G eorge A. 
S m ith of Leetonia, 
president. E. G. M iller, fo rm e r pres 
ident of the W e llsv ille M en's cla ss.! 
is s e c r e ta r y and Jo h n G rafton one 
of the th re e vice p resid en ts 
D inner will be served at 6:3 0 by 
m em b ers of th e Delta Alpha B ib le; 
class. 
R e s e r v a tio n s 
m ay be made 
through Mr. G rafto n . 


Rafferty Chief Deputy 


L IS B O N , J a n 
14.— Jo h n T. R a f­ 


ferty of Salem , c h ie f deputy in the 


otfice of County 
E n g in e e r R obert 


S. 
W heatley , 
has 
been 
sw orn 
in 


by Clerk of Courts Carl L 
Stace y . 


Rafferty su c c e e d ! G eorge 0 . Porter, 


chief deputy under fo rm e r County 


En gin eer Lloyd C. Kirk. 


CO UN TY 
BOARD TO M EET 


L ISB O N , 
Ja u . 
14.— T h e 
annual 
m eeting of the C olum biana 
county 
board of 
ed ucation 
will 
be held 
here next S atu rd ay at the office 
of Su p erin tend en t W , E 
Roberts. 
Reports fbr 
th e 
last fiscal year 


i 
THKEE CENTS 


will be read, and o fficers for t h ! 
new term elected. 


G O I T R E 
VI I K K T H I S U t I* Iv 
I E S T 
G e t 
A 
S m a ll 
b o t t le 
S o r b o l - Q u a d - 
r u n i c a c o l o r l e s s l in i m e n t . F o r s i m ­ 
ple 
igoitre a p p l y t w i c e d a i ly . T h o u ­ 
sand.-' h a v e b e e n r e lie v e d . It q u i c k ­ 
ly s u p p l e s u b s t a n c e n e e d e d by t h e 
t h y r o i d 
g l a n d . 
D o e s 
n o t 
I n t e r f e r e 
w i t h w o r k o r p l e a s u r e . G et f u r t h e r 
i n f o r m a t i o n 
at 
H o l l o w s .' ' * 
D r u g 
S t o r e - 
* A p p r o v e d 
by 
a 
r e g i s t e r e d 
p h y s i c i a n . 
N o te ; 
M rs. Dot f o x , 
36 P r o s p e c t 
St., 
D e l a w a r e . 
O h io , 
M rs. 
C a r n e 
B 11 nluniM . 
121 
W e s t 
C S t., W e l l s ­ 
t o n , 
o h i o , 
M rs. 
F r a n k 
B e a r d , 
1 610 
K a r r 
St., 
S p r i n g f i e l d , 
O., 
o r 
M rs. 
P e a r l 
B is h o p . 
U l t 
E . 
H ig h 
St., 
S p r i n g f i e ld . 
O., 
w ill 
g l a d l y 
te ll 
s h o u t 
t h e i r 
s u c c e s s 
w i t h 
S o r b o l- 
Q u a d r u p l e . — Ad v. 


This 
picture, 
taken 
In 
192S. 
show s 
W a lte r 
A. 
S cott, 
wealthy 
desert 
c h a ra cte r 
world-famed 
as 
Death 
Valley 
S cotty, 
aud 
a 
boy 
identified as W a lte r Scott Jr. his 
son. then 14 
Scott was thought to 
be a bachelor, but Mrs. Kila Scott, 


of Long B e a ch , Cal., d e cla r e s she 
m arried him in 1900 and th at they 
w ere npver divorced. 
S h e is ask ­ 
ing $1,000 a m onth se p a ra te m ain­ 
te nan ce from the reputed m illion­ 
aire, whose source of w ealth has 
never been discovered . 


the eyes of Mr. Brokaw is the fifth 
m em b er 
of 
the 
‘g an g ’ 
who 
was 
above a v e ra g e in his classw ork, so 
m oral as to b ecom e president of the 
Y. M. C. A. and of sufficient phy­ 
sical ability to captain one of the 
best gridiron team s the school has 
turned out. This man studied for 
the m inistry and from a chaplain 
on one of the battleships worked up 
to bead chaplain of the 
United 
S tates n a \y . 
In these five chu m s of 
form er 
y ears Mr. B ro k aw sees a living les­ 
son for the youth of today. 
C. W . Arnold of Wellsville was a 
gu est at the meeting. 


NEWS of the 
COURTS 


D ivorce E n trie s 
Ray mond Gillespie vs Delma Gil­ 
lespie. Order for service of su m ­ 
mons by publication. 


D ivorce 
Suite 
Filed 


Donald 
Pow ell vs 
Ruby 
Pow ell 
o f E a s t Liverpool. Ground of wil­ 
ful ab se n ce for over th re e years. 


Com m on P leas C ou rt 
E n tries 
David 
P. 
S a n o r vs 
W illiam 
C- 
S c o tt and others. F o reclo su re Alias 
ord er of sale to issue. 
T h e M inerva Bank Co. vs P erry 
A. W h ita c re and o th ers. F o r e c lo s ­ 
ure. S a le confirm ed, deed ordered 
d e cr e e of distribution. 


P ajam a*, 
M obannuodan 
origin, 
were worn in India ce n tu r ie s ago. 


P rob ate C ourt 
C h arles P aseo nam ed a d m in is tra ­ 
tor e s t a te of Jo h n E. Pasco, late 
of Madison tow nship. Bond of $600 


Always noted for leading the world in amaz­ 
ing radio values, CROSLEY has created a 
sensation with the new 1937 models. 
See 
them today . . . 


7 
Metal 
Tubes 


M agna-C eram ic 
Dial. R eceives 
A m erican , 
Police 
and A viation 
B ro ad casts. 
C roeley Model 
759 Console 


Model 769 
Console 


Model 644 
Console 
Model 649 
C onsole 


W H A T E V E R . H A P P ! 
T H E P C 
W I T H 
A 
C R O S L E Y 
C R 
^ i D 
Y 
R A D I O 
Watson Hardware 


Drive rig h t to oar 
grom id -floor o ffic e 
. . .perking s p e c s ... 
front o r re a r. 


done in and talc foi 
the loan yon 
$3* ta $1000. 


Tell aa b riefly a 
bout y o u rse lf... 
you want to pay. 


And gat lh# loan yow 
need nWKSm 
' 


129 E. SIXTH ST. 
PHONE 30 


approved. 
E s ta te ord ered a p p ra is­ 
ed 
In estate of Mary A T u rn er, late 
of W ellsville. Mrs. L. T. Hine n a m ­ 
ed a d m in istra trix with bond o f $2.- 
0 0 0 approved. E s ta te to be app rais­ 
ed 
W ill filed in e s t a te o f A lforetta 
K. Crum, la te of B u tle r township. 
W illiam M. M ercer appointed e x e c ­ 
utor 
Bon I excused u nder te rm s of J | 
will and e sta te ordered appraised. 


Real E sta te T ra n sfe rs 


Affidavit to t r a n s fe r real esta te 
inherited from 
P earl 
Andrews by 
Jo se p h 
A ndrew s and oth ers, part 
lot 159. E ast Liverpool 
S im ila r affid avit. M ary D. Nuxum 
by Olive M. W ard and o th e rs, lot 
2, S tiv e r s addition, C olum biana. 
L. 
J. 
T u rn e r, a d m in istra to r 
to 
Amy Patton, land sectio n 25, Unity 
tow nship. $6S3. 
Illinois Pipe Line Co., to Cincilla 
H. W ard. part acre, section 12, Mid­ 
dleton township. 
L 
H. 
Copeland, 
ex e cu to r - to 
T h o m a s Doland, lot 3926, Land Im ­ 
provem ent Co 8 addition. E a s t L iv­ 
erpool IIM - 
ll 
H arry L. S te w a r t to Aaariah E. 
S te w a r t, 
54 01 
a cre s, 
section 
19, 
W e st tow nship $1 
W illiam 
B 
Pow ell, 
tru ste e 
to 
E thel M 
Cross. 14S4 a cre s, sectio n 
14, C e n te r township. $1. 


/ lf l/o*a 
Autf 't&toHiuult 
iffy, 
ms* 
if*,/ 


W W * left of me 


will buy mony, 


n an y SAFE mile*. 


Ward* Liberal Tradein Allowance 
Malta* Your O ld Tira* Worth 
Much Moral 
First Quality 
RIVERSIDES 


So Good th at th ey easily give up to 2 8 '* 
m ore m ileage than oth er first quality tire s I 
R iv ersid e’s trsa d has no superior in stren gth 
and safety anyw here— carcass co n stru ctio n 
has featu res found in no other first quality 
tir e ! T rad e-in your old tires at W ard s now , 
w h ere th ey buy e x tra valu e! 


* 
...... <**<if A V JR 


Not Every 


. . But A ll 
- ■ rn 
I I 
Wo’s Foot- 
I'I lf 
Health’s 
Formerly 3.50 
I 
NOW ^ ..57 


Wo’S Style 
I It 
Shoes 
I 
« 
Formerly up to 2.98 
ii W 
NOW 
J .57 
11 §1 


Size or Style 


Stirring Bargains! 


BOYS’ Shoes 
& Oxfords 
Formerly 2 49 


N O W 
£ 
.98 


Mens Dress 
Oxfords 
Values to 2.98 


N O W 
£ JLS 


GUARANTIED — WITHOUT LIMIT 
• Cull 
• Blowout* 
• Undo* Inflation 
A Brviff* A FaultyjBrake* • Whaolt out of 
lino 
Against everything that con happen to a 
tiro in servico—without limit a* to years, 
month* or mileel Yow ar* fully protected! 


Monthly Paymontt May Bo Anon yod 
fire* Mount od free 


I. Effort 
7. Money 


J. limo 


CATALOG 
ORDER DEPARTMENT 


• Thou sands of 
item* 
in 
addition 
to 
those 
ca rrie d in W a r d s S to re 
o r t quickly and easily 
available th ro ugh this 
new shopping Bervie*. 


Quality Tools 
At Wards Big Savings! 
Blow T orch 


Steady, intense flame, 
, 9 5 
90% copper burner. 


R ip # W ro n c h 
H eavy duty. 
Sturdy 
O j C 
Hacksaw Tram# 
-a r­ 
g l e d , with I blade! 
Adjustable W ren ch 
CC** 
I " alloy steel. H usky I 


IO In ch Rile 
2 Q f 
L o n g w e a r,quick c u t! 
" T 
* 


T H I S W E E K O N L Y ! 


I -Jiff Girls Sport 
I rn 
rn 
Oxfords 
Formerly 2.49 


ll 


NOW 
J .54 


Misses 
Straps 
Were 1.00 Bizel to 2 


N O W 
s e c 


WARDS 


W A S H E R S 


4 4 - 9 5 


$5 DOW N Smell 
Carrying Charge 


W a rd s 
M aster 
is 
a 
169.50 
value. 
B ig g e r, 
faster, 
w ashes 
clothes 
cleaner. M echanism sealed 
in oil . , . wiU give years 
of 
trouble-free 
service. 
Lovell w ringer. 
E lectric 
m otor. 


W ith G a l 
E n g i n e 72.95 


w m x 


WINTER KING 
BATTERY 


Regular 6.35 w inter b attery gu aran ­ 
teed 24 m onths. Save th is week. 


DELUXE 
AUTO HEATER 


R egular 7.75. Save ov er 3.00 th is 
week. Com plete to in stall. 


2-OAL. CAN 
PENTA OIL 


SA E grade in IO, 20, 30. Save. Reg. 
ut a r 1.35. B est oil you can buy. 


HAWTHORNE 
BICYCLE 


R egular 
24.95, 
full 
ais* 
bicycle w ith balloon tire s. 
Save th is w eek. 


42-INCH 
Cabinet Sink 


R egu lar 
32.95. 
S ave 
5 0 0 
on 
th is 
popu lar 
kitchen 
item , lim ited qu ality. 


4.95 


Ex. 


4.49 


1 . 1 9 


Including T ax 


2 
1 
. 8 
8 


27.88 


L ess F ittin g 
Montgomery Warn 


EAST FIFTH ST 
P H O N E 383 


P A G E F O IR T E E N * 
E A S T LIN E R P O O L R E \ I E W 
T H C R S P A Y . J A N U A R Y I i . 1 9 3 7 . 


GRADE SCHOOL CAGERS 
TO START HOSTILITIES 
FOR CITY TITLE FRIDAY 


Schedule Extending Over 11 -Week Period Arranged For 


12 Teams Competing ThisYear— Charles Pierce Of 


Lincoln Again Will Serve As Head Of Group 


The grist from which Last Liverpool High school s future basket­ 
ball stars will be ground will be presented to the fans Friday afternoon 
when the grade schools start their campaign for th* city title 
The East Liverpool Grade School Athletic association will direct 
the activities of the 12 teams entered in the league under the super­ 
vision of Harold Brown, director of physh al education in the high 
school. 
Charlet Tierce, instructor at Lincoln achoo!, is serving his second 
tsrm as president of the assoc la- 
-----------— ------------- - . ~ . 
— 
Hon. Clifford Riel of Garfield has Mj|nI1 vi Washington, Lincoln vs. 
replaced Milton Watson as 
ice, 
ptj-®** McKinley vs Pleasant 
president. Miss Grace Smirtbwa!l‘ : Heights, Neville vs St. Aloystus. 
of Sixth street has been reelected j 
w* 
F#b s—Costrwl vs Horace 
secretary and Roland L>ons, prin- ^|ann Oarflwid vs Grant, Glenmoor 
ripal at Glenmoor, has been chosen! y# s< A melus. Lincoln vs. SVash- 
to fill the treasurer s post vacated 
McKinlpy va SlI(h street, 
by Ira Sayre. 
Neville vs. Pleasant Heights. 
Schools entering teams rn the . 
. 
. . . . 
league are Central, Garfield, Glen-< 
f 
?,y’ * , J 
,7’ ' 
\i,'nn 
moor. 
Washington. 
Grant 
Sixth ‘^In, Garfield 
vs. Horace Meno. 
street, 
Horace 
Mann, 
Pleasant !« *nm°oi vs. G r a n t McKinley vs 
Heights, Lincoln Neville, McKinley! Washington. 
.Seville 
vs. 
Sixth 
sod St. Aloystus. 
I *1™' 
Pleasant He.ghLs 
vs. 
S t 
Schedule Of 11 Weeks 
Aloystus. 
The schedule which extend, over 
Friday, Fib. IB-Central vs. Mc- 
ll weeks is arranged so that each I Kitlay, Garfield vw Lincoln. Glen- 
team will meet every other team in moor va. Horace Mann, Grant vs 
the circuit. 
Each team 
will <«« »t. Aloystus, Nevi Ie vs. Washing- 
action every Friday afternoon. 
1 ,or1, 
I ‘ owe a nt 
Heights vs. i-nx ti 
The games will be started at 4 j Btr®e' ■ 
_ . 
p. rn. A charge of five cents for sd-1 
yi 
. . J 
g u t ? 
mission will hold for all spectators. Neville, Garfield vs McKinley, GI n- 
The 
proceeds 
will 
be 
used 
f o r mw>r va Lincoln Grant vs Horace 
equipment, 
oftic.als' 
fens 
and J M«»n. Pleasent H*l«hU vs Wash- 
awards to championship teams. N . b i x t h street vs. St, Alovsiue. 
F. Lorah, high school instructor ^ Friday, 
• 
. , ? ? 
J 8' 
and former Potter cage mentor, will T.easant Heights, Garfield vs. N e 
referee the game.. 
! v,l,p- p ^ m 'o o r vs. McKinley. Grant 
vs. Lincoln. Horace Mann vs. St. 


EAST LIVERPOOL REVIEW 


Haste Hastens 
W hat’s in a name? A track record of 2 03 2-6 for 
the mile and one-quarter was '-et by Haste in win. 
nine the 1926 Fairmount derby. The Widener star 
also won three other stakes. The 1936 juvenile 
stakes winners. Murph, Sophie Tucker and T^dy 
Day; and the ’36 2 veer old winners. Quick Vine, 
Handle Cross. Hasty Wire, Four Eleven, Spicy, 
Sally Quick and Scrooge—all are sons and daugh­ 
ters of Haste. 


13 GAMES LISTED American Legion’s County Boxing GODDARD CAGERS Development of New Athlete* 
IN DISTRICT OVER Tournament Fixed For Feb. 11-12 
Q y |_ p f|y£ Brightens ’37 Track Outlook 


A. A. U. Official Sees No Relaxing In Thin-Clad Ranks 


This Year Despite Lack Of Olympic Inspiration 
TWO-DAY PERIOD 
C. D. McCullough Head Of Vets’ Committee Arranging 


Annual ‘Golden Gloves’ Meet For Local Amateurs 
IN CHESTER LOOP 


Potters Among Five Teams 
Dale“ for lhf Am«r|t»n i*-i©p*n and novice. 


Which Will Engage In 


Tilts Both Nights 


They are fly 
gions Columbiana County “Golden 1 weight, 
bantamweight. 
feather 
Gloves'’ tournament will be Wed- 
weight, lightweight, welterweight. 
heavyweight 
• 
. . . . . . 
* middleweight, 
light 
need ay, Feb. IO and Friday, Feb. and heavy weight. 
12. C. D. McCullough, chairman of 
Last year, although it was stipu- 
fight committee of Legion post No. lated there would be a novice di- 
Activitv In district high sc h o o l'4- wh(('h sponsors the annual af-: vision in addition to the open clan, 
cage circles will reach its highest 
j thrre w#re no noviCf' «ntrlpi- ™ r 


Fifth-Place Combine Hands 


Gas Outfit First Loss 


In League Play 


At the conclusion of tbs ll weeks 
of 
preliminary 
competition 
an 
elimination tournament will be held 
to determine th* city champions. 
Unlike list year, each school will be 
permitted to enter a team in the 
final 
tournament. 
The 
sectional 
system used last year, in which 
the teams were divided into four 


Aloystus, Sixth street vs. Washing­ 
ton. 
Friday, 
March 
12—Central va. 
Sixth street, Garfield vs. Pleasant 
Heights, 
Glenmoor 
vs. 
Neville, 
Grant vs. McKinley, Horace Manti 
vs. Lincoln, Washington 
vs. Bt. 
Aloysius. 
Friday, 
March 
I*—Central vs. 


pitch of Hip 1138-37 campaign this 
week-end as 11 teams engage In 13 
battles, with five taking the floor 
on 
both 
Friday 
and 
Saturday 
nights. 
The heavy work will come Friday 
night when nine game* ere Hated. 
The local spotlight is trained on 
East Liverpool's 
Potters who will 
attempt to extend 
their winning 
streak of five games against such 
competition a- Youngstown Chaney 
and New Philadelphia. 
The Blur 
! and While will entertain the Steel 
City five Friday night and will meet 
the Quakers on the. latter’s floor. 
Down at Wellsville, 
Coach Bill 
Htorer's Bengals will entertain East 
Palestine Friday night. Th* Wells­ 
ville aggregation has shown to good 
advsntagc in its 
three 
games to 
date, although it 
dropped two of 
them. 
It defeated Toronto on the 
Red Knight court end lost to Wells­ 
burg by two points and to Salem’s 
veteran team by five. 
Chester will bsve s full week end 


S S T m l S t a f . W 
M 
h l n r o D . 
Garfield 
r . 
sinh 
)6A|U$ rn meting ICI ft playoff fo 
ll 
t rm+t 
nirtnmAiip 
va 
Pleasant 
title, bas been abolished. 
Other Rules Retained 
Moat of the other rules and regu­ 
lations of the association have been 
retained. The grade schools will bt 
given full use of the high school 
gymnasium for prsctice each Sat­ 
urday. Each team has been assigned 


street. 
Glenmoor 
vs. 
Pleasant 
Heights, Grant vs. Neville, Horace 
Mann vs. McKinley, Lincoln vs. St. 
Aloysiua. 
Friday, March 28—Central v». St. 
Aloysius, Garfield vs. Washington, 
Glenmoor vs. Sixth street, Grant 
vs. Pleasant Heights, Horace Mean 


The 
tournament, 
which 
is an tv boxers entered the meet 
and 
elimination affair to determine Co 
(-even 
were 
qualified 
for 
the 
Jiimblana county's representatives Youngstown show. There were no 
for the regions! tourney at Youngs- entries in the heavyweight class!- 
town, which in turn will qualify j fi ration. 
the amateur glove swingers for the 
Don Trotter has been reappont- 
•tate finals at Akron, will he open-j *>d to the position of matchmaker, 
ed, as is the usual custom, to prise Entry blanks will be available with- 
ring hopefuls of Toronto, in Jeffer-; in a short time 
son county, and Newell and Che* 
Sandy Firestone has fitted up a-' 


T H I S T A N D IN G * 
Teams 
Gulf Gas ......................... 
McDaniel s Restaurant 
Devon Printers .......... 
Jackson's Insurance .. 
Goddard’s Bakery . . . . 
Cltisens* Drugs ........... 
Chaney Brothers . . . . 
Allison's B ow lers......... 


W. L. Pct. 
900 I 
700 | 
700 I 
800 
400 
400 
200 
IOO 


ter, W’. Va 
Assisting Mr. McCullough in ar­ 
ranging the lot al show are I. J. 
Vorndran, Earl H. Mosher, Wilbur 
Harmon, Howard Parsons, George 
C. Grafton and D. G. Wilkinson. 
There will be eight weight classi­ 
fications in two divisions — the 


The fifth place Goddard Bakery 
gymnasium which he is throwing 
open to the local amateurs with- cage aggregation did what no other 
out charge for training purp -se*. | club In the Chester Businessmen's 
The equipment includes punching Basketball league bas been able to I 
haizfli 
a pioht 
nulling 
rn ar* Vt mea 
do lest night when they banded the j 
leading Gulf Gas quintet its first 
horizontal 
bars, 
Roman rings, a 
rowing machine, sandbags and a 
prize ring. 


SUNDAY SCHOOL *0"'™" 


I C A P U C T H A D E M 
LtnbUt IU Ur til Deer Hunting Weapon 


defeat in the league play, 21-20. 
The Gas House gang previously 
bad stopped every toam In the 
circuit in running up nine succes­ 
sive triumphs. 
Staging a last-half rally that net­ 
ted IO points, the Bakers at the 
same time tightened its defense, 
allowing 
the 
highly-geared 
Gulf 
hoopsters only five points, to make 
up a four point deficiency register- 


i Vote* 
TSU is * « » tk tr of a » » rlw w ritte n 
for 
th* 
t w w l i t H 
Prra* h r outntanSI"* spo rts leader*. 
T ie * deal w its IMS develop­ 
ment* and I ear prospect**. 


By D A N IE L J. F E R R IS 
Secretary-Treasurtr, Am ateur A th le te Union 
NEW YORK. Jan. 14—Man s ultimate in sport, especially in track 
and field where marks are measurable, still remains a matter of con­ 
jecture. The magnificent accomplishments of the* past year where 
records were toppled with astonishing frequency demonstrated that the 
perfection of technique and other factors still bring forth incredible 
performances. 
Although 
the 
same 
razor-edge mjje r| The experience and conli- 
keenness of interest winch preva s 
dPQCe gained last summer through 
In an Olympic year cannot be 1 x- bjs victories over Jack Lovelock, 
peeled In a poat-Olympk y-ar there (.)pnn Cunningham and other world 
will be no relaxing insofar as t o famous stars will stand him in good 
athletes are concerned during 1937. g(M(J whpn hp tacklw tb«, coun- 
The Improvement in the caliber oi ( tryl- bpat ,n |tome of the fu tu re 
our athletes seems to be steady. mj]pg jndoorI thig wjnter. 
New stars a r. developingJin K™*'” 
Another youn*8ter who is ex, 
numbers today than in years gone 
to ^ 
{hp vete,.ans piP!> j 


by" 
of trouble at 1500 meters and ti.." 
Rideout Promises Much 
m()o ,s pyank Fenske, University 
The 
recent 
performance 
of of 
wisconsin 
Junior, 
and 
if 
S. 
Rideout of Texas, when he defeat- giabo 
Hungary, one of Europe s 
ed Donald Lash, the worlds two- bp{,^ 
accepts an A. A. U. in- 
mile record holder, in the second I vilat|on> his presence will add color 
fastest time ever made outdoors in i gnd jnftrpgt to the campaign. He 
th*) United States, is a splendid | r9Cenrlv broke the world's record 
illustration of how athletes develop for .>000 meters beld by Jules La 
overnight. 
Wayne and 
his 
t* 'n | Doumegue. 
Blaine have been competing in col- j 
Mj)e 


Six Churches Enter Outfits I As. ' f Y’X k “.“ J 
I«* « 
<** ««• •— 
» 


MOVE OF ZANESVILLE 
OUTFIT NOW CERTAIN 


» (^Biotite period dnrlni which i *»• N*>111"- L|DC° 1" , «- McKI»1.y, 
time it may have exclusive use of 
the floor. 
Each team is to have a faculty 
representative from its school. This 
representative may coach the team 
or he may appoint a coach with tht 
ft# . . . . . _ . 
* 
approval of Director Brown. The 
S'8" 'nfl °J Lea,e For Spr,nflfi«ld 
roach need not be a member of the 
®al1 p*rk 0 n ,V Formality 
grade school faculty. 
“"TZI „ 


V. 
*nidB ,: b,7 l i “S 2 : 
SPniX G FIKLlT'^'an^r##li .- T h e 
ball activities were adjudged ^ 
first change In the complexloq of 
ly successful The Friday afternoon fhp ^{Kht.(.,uh Middle Atlantic, base- 
games often drew capacity crowds. b. „ 
for m i ^ 
h| R 
comprised of both students and 
Wetee|., 
Zunoivilu, 
fran, blyf. 
t0 
adult fana The city championship 
Spr,ngfjeld today. 
went to McKinley which defeated WelzeJi manager 
of , hf. Greyii 
Washington in the flnsls of the' ald th(. Cler€land lndjlina aou)d 
playoff tournament. At the end of b(1,.k him hprp a„ tb . dJd ,u t 
ar 
the season an all-star team t » i ! , hfn 
Zanesville 
.apturrd 
the 
selected to represent East Liver- ioagu# pPOnan, af(er a plavofr wjtb 
pool in 
the district junior high , bP i>ayton Ducks 
tournament. ThU team today forms j 
•Everything Is satisfactory 
for 
the East 
t.lverpool 
Higlt 
school tranafer of (he franchise,” Wetzel 
freshman squad. 
Purpose Of Association 
-aid 
in his joint 
announcement 
with members of the Civic Athletic 
The activities of the asocial ion association. Actual signing of the 
appear* to be 
fulfilling well 
its ica.-r remains only a formality, he 
purpose, which 
is to promote and 4abj 
furthfi aihlrtu* as a supplement' 
Insufficient 
local 
backing 
has 
to physical and 
heabh education In forced several franchise changes in 


to New Cumberland for a tiff Sat 
urday. New Cumberland meets Bur 
gettstown Friday. 
Midland’s Crucibles, boasting » 
string of three victories, plays st 
Freedom Friday night. 
Columbiana, one of the two unde­ 
feated teams in the district, must 
stave off a double assault to keep 
Its slate clean. 
It plays at Science- 
Ville Friday and at S a l t v i l l e Sat­ 
urday. 
Lisbon, 
the 
other team which 
must face two foes, tours to Board­ 
man Friday and Canfield Saturday. 
The filet game 
is 
a 
Tri-County 
league battle. 
Irondale leading 
the 
Buckeye 
league down-river 
with its unde­ 
feated status after five games will 
entertain Mt. Pleasant Friday. 
Salem's Quakers, with a re.ord 
of three victories and three 
de­ 
feats. will attempt to push Into the 
bleck st Alliance on the saint night. 


DISTRICT RECORD* 


In Loop Starting Play 


Saturday Night 


»w Jack Abel gets more big game j *i0D Provided the margiu of victory 
than do most hunters 
who 
use 
as each team hit for nine field 
weapons generally considered more 8o»l«- 
Guard Mountjoy of tha victors 
was high scorer with four field 
deadly. 
The 19-year-ol<J Lewistown youth. 
Tha 
Bast 
Liverpool 
Sunday 
wh° did 
not 
Behoot 
Basketball 
league, 
held 
addles at Creighton 
each year under the auspices )f 
the Y. M. C. A. is set to get under­ 
way Saturday with six teams, direc­ 
tor E. M. Carlton revealed today 


return 
to’ 
his 
an<1 * foul- 
Walk*r a °d 
university, 
Omaha, this fall because he want­ 
ed to "stay home 
and 
get 
my 
buck,” killed a 5 point deer in the 
Belt mountains with 
one of his 
Church,, 
.uterine 
t u r n . 
.hi. d e ‘ " rl>' * « « • » « .b tl.* 
year are the First Presbyterian, 
Lutheran, First Methodist, Metho­ 
dist Protestants, Christian and Sec­ 
ond United Preabyterian. 


He got a good shot at the amma] 
from about 60 feet and sank an 
arrow deep into ita back. 
"It'a been so long I can’t remem 


Tesm, 
w 
, Ret. 
Columbiana ............ 
.. 
8 
ft 1000 
Irondale 
. 
5 
0 1000 
Chester .................... 
.. 3 
I 
750 
F,ast 
Liverpool ... . . . 8 
i 
7M 
M id la n d ................ ... . 
JI 
3 
w e 
Salem 
.............. 
3 
3 
500 
Fast Palest in* ---- 
.. I 
I 
500 
New Cumberland .. . . . I 
I 
300 
Wellsville ................. 
.. 1 
* 
.»*»*» 
<**>•» 
Halitievllle 
. . . . . . . . . 
* 
8 
186 
Lisbon ................... 
0 
•IOU 


The league will meet and each be,; , howwI ,lr,t *ot Interested in 
team will see action every Satur- ™»klD« bow# and arrows ” 
Abel 
day night. Teams playing the first I 
1 *• 
for >'*»"• 
are to be on tho floor ready to start 1 * 
h* °°}y bobby J whave- » uae 
st 6.30 p. rn. 
T h o s e listed for the J*1' k,nd* of wood *nd bow strings, 
second game are to be ready for 
a ** seem to *'ork. 
action at 8 45, the first and sec-1 
Next year, he says, he will have 
ond games b e in g sandwiched. The H BPW and stronger type bow and 
final game of the evening it slated | hopes to bring down sn elk or 
to start at 7:45. 
maybe a bear. 
Tha schedule for five weeks has 
Me* going back to college for 


Willison. f 
Kimble, f . 
Thomas, c 
Lynch, g . 


the schools. 
The schedule of games follows: 
Friday, Jan. 18— Central vs, Gar­ 
field, 
Glenmoor vs 
Washington. 
Grant vs. Sixth street. Horace Mann 
vs, Neville and McKinley vs, St 
Aloysius. 
Friday, j«n. 22 -Central vs. Glen­ 
moor, Grant vs Washington, Horace 
Malin vs. BIM It street. Lincoln vs. 
Pleasant Heichts, 
McKinley 
vs, 
Neville, Garfield vs, St. Aloysius. 
Horse racing netted Texas SSK.' 
Friday, Jan. 29-C entral vs Grant, OOO In taxes and licenaes din ing 
Garfield 
vs. 
Glenmoor, 
Horace 
1936. 


recent ypars in tho league, com 
posed of five Ohio members and 
Huntington and Charleston, W V*. 
and Johnstown, Pa. 
League officials said while there 
was nothing definite, there wa.4 
talk of moving one of the West 
Virginia franchises to Zanesville 
The 
Portsmouth 
club 
also 
has 
faced financial difficulties. 


Sport Chatter 


lr Th» Ass**-isled Tree*. 
NBW 
\UKK. 
lau. 14.—If any­ 
body in New York has more friends 
than Eddie Brannlck, secretary of ’ Christiana, Lutherans vs 
Metho- 
the Giants, It'll take Sherlock Guck , dint 
Protestanta, 
Second 
United 
himself to find out . . . At Hie din- j Presbyterians va. First. Metbodista. 
ner the baseball writers tossed for] 
■ 
-..... - ....... 
Brannlck the other night, Jimmy 
Durante turned 
proceedings 
into 


been released as follows, in the or*, ,b* winter term. 
der named: 
Jan. 18—First Presbyterians vs. 
First 
Methodists, 
Lutherans 
vs. 
Christians. 
Methodist Protestants 
vs. Second United Presbyterians. 
Jan. 
23—Christians 
vs. 
Metho­ 
dist Protestants, First Presbyter­ 
ians v*. Second United Presbyter­ 
ians. First Methodists vs. Luther- Monaca Puncher Whips Solly Abr*mi*» 


Jan. 30—Lutherans vs. 
Second 
United Presbyterians, First Meth­ 
odists vs. Christians, First Presby­ 
terians vs. Methodist Protestants. 
Feb. 8—Methodist Protestants vs. 
First 
Methodists. 
Christians 
va. 
Second United Presbyterians, First 
Presbyterians va. Lutherans. 
Feb. 13—First Presbyterians vs. 
led*'/, with a pair of ex champions. 
Babe Risk© and Teddy Ysrosz. as 
the ranking challengers for Fred­ 
dy Steele's crown. 
Risko, who lost the title to the 
Tacoma slugger last year, already 
n T T E T Q O C IW ’C 
P A P E D C hM bff,n *ivtn 
Number One 
U I I C n D C I N O 
U H U e n c shot. 
Yarnes, comebacking after 
something of a riot by reading this nfllA/W R H W I IXJ ft f t R P F W *n <>P«r*Hon 
»'Mch 
straightened 
wire, supposedly from F. D. R.: I 
D U f f L . i l i U u n t t i l out b|a fPjck 
took rank juat 
Glad 


YAROSZ JOINS RISKO 


AS TITLE CONTENDER 


Krieger In New York 


Kimble paced the losers with boy 
en and six points, respectively. 
Th* Citizens’ Drugs kept the Bak­ 
ers from moving up in the stand­ 
ings by downing Chaney Brothers 
37-32. 
Brandt 
and 
Clutter led a 
scoring barrage wtth 
12 
and ll 
points, respectively. Michel, center 
of 
the losing combine, however. 
was high scorer with 14 points on 
six field goals and two fouls. 
The 
game was close from start to finish. 
The medal for individual perform- 
ance for the evening went to Reu- 
kauf, Devon Print Shop forward, 
who tallied 19 points in leading his 
mates to a 37-24 triumph over the 
last place Allison Bowlers. 
McDaniel's 
Restaurant 
shoved 
the Jackson Insurance five out of 
the triple-tie for second place, down­ 
ing it with apparent ease, 
35 33. 
Willison and Kimble divided enough 
I points between them to have won 
the game. 
Each bad 12. 
Tha summaries: 
M cDaniel’s 
G 
F Jackson's 
G 
4 4 McKown, f . 2 
8 OC. Cook, f 
. 2 
a 0 McHenry, c . 
3 
0 0 Ewing, g . . . I 
0 I' Ashby, g ... I 


lege meets for three or four years. 
Until last fall they confined their 
efforts to middle distance races 
without much success. Henceforth 
no two-mile race will be complete 
without one or both. 
With Lash back in the form he 
displayed last June, he will be a 
hard man to beat at any distance 
from a mile to five. Other long dis­ 
tance stars who probably will com 
pets indoors are Norman Bright 
of the Olympic club. San Francisco; 
Ray Sears, former Butler university 
champion who bas run two-miles 
indoors 
faster 
than 
any 
other 
American: 
Joe 
McCluskey, 
New 
York Athletic club veteran; Floyd 
Locbner of Oklahoma, former Na­ 
tional Collegiate A. A. 2-mile cham­ 
pion 
who 
broke 
the 
American 
steeplechase record 
in 
defeating 
Harold Manning, Glen Dawson and 
McCluskey, 
the 
three 
Olympic 
steep!eeha«ers. at New Orleans last 
month: Tom Deckard of Indiana; 
Tom Ottey of the Penn A. C. and 
Louis Zamperini of Torrance, Cal. 
May Prove Sensation 
Archie San Romani of Kansas 
State Teachers college of Emporia 
may prove the sensation of this 
year in the mile races. He surpris­ 
ed himself and his friends by win­ 
ning a place on the Olympic team 
last July and before he returned 
home had firmly established him­ 
self as ODC of the world's finest 


Field Complete 
The mile field will be complete 
and the outcome more in doubt 
than ever if Lanky John W’oodruff. 
Olympic 800-meter champion, de­ 
cides to race at that distance. As 
a schoolboy he ran both the halt 
and mile and Ctrl Olson, his coach, 
believes him capable of running 
the eight furlongs under the pres­ 
ent worlds record. 
The races between th© quarter 
and mile will have plenty of fine 
material to draw from 
but the 
sprint fields will be weaker than 
usual unless Enlace Peacock and 
Ben Johnson, who broke down just 
before the Olympic tryouts last 
summer, return to their 1935 form 
and 
Sam 
Stoller 
of 
Michigan 
changes his mind about retiring. It 
is not yet definitely known whether 
Ralph Metcalf will race this sea­ 
son. 
The pole vault and high jump will 
present practically the same fields 
as last year and the weight events 
will have all except Jack Torrance, 
who bas joined the ranks of the pro­ 
fessional boxers. 
More major track meets t h A 
usual appear on this year's achedu . 
both indoors and out. Chicago joins 
San 
Francisco and th* east 
in 
scheduling a first-class meet on 
March 8 and indoor meets will be 
held for the first time in years in 
Providence, R. I., and St. Louis. 


* Roy Gibbs, g 0 


Totals 
15 
5 
Totals . . . . 9 
8 
Score bv halves: 
McDaniel's Restaurant .. IS 17* 35 
S' Th* An*fl»t*rl Pr**«. 
NEA YURK, Jin. 14.—Uut ©f a , Jackson's Insurance 
merry go-round muddle cttne the 
12 11-23 


behind the Syracuse puncher last 
Congratulations- 
. 
. 
. 
Glad 
you 
didn t run on the Republican ticket 
Team Retsina Clean Slate In Ohio night by decisively whipping New 


MERCHANDISE^ 


O N E A S I E S T 
CREDIT 
T E R M S 


rn enjoy Hi* safety and comfort 
of guaranteed products and be seemed of 
complete satisfaction on our credit plan. 
Guaranteed Goodrich 
Tires and Batteries 


Ewerytluagyow need—on whatever terms 
you need. There is no red tape, no delays 
and we install your purchase immediately. 


• EASIEST CREDIT IN TOWN • 


TIRE SPECIALS 
4.60-21 .............86.96 
4.76-19 .............86.96 
6.26-18 .............87.10 
6.60-17 ............ 87.80 


FOG LAMPS 
(A ll Chrome F inish) 


AIR HORNS 
(T w o Tone) 


. NO SPARK PLUS ( ^ 0 


MOTOROLA AUTO RADIOS 


SIX TUBES . . . 


SUPPRESSORS, MAGIC ELIMONODE 


SEC US BESORE YOU SUY! USE OUR EAIY RAYMENT PLAN! 
WALLOVER OIL CO. 
Car. Fifth A Broadway 
PHONE 514 


last fall" . . . .lint fans would rather 
read about Bill Tarry buying catch 
prs than cows 


Conftrsne# Court Compstition 


Attention sports writsrs. Dead- 
lins for your Coopsrstown baseball 
hall of faro* nominstions is Jan. 15 
. .. Th* Phillipi seem to have grab­ 
bed off on© of those Jack-of all- 
trades in William Andrus rookie 
from Little Rock . . . He can pitch, 
ratch and play the infield and out­ 
field . . . So Manager Jimmy Wil­ 
ton will just 
park bim on 
th© 


•r Th* A»M*iat*S Pros. 
Otterbein college's cagers served 
notice last night on a quartet of 
other Ohio conference unbeaten* 
that there still are five teams in 
the loop re ce 
Tha boy* from Westerville 
in­ 
vaded Bowling Green and admin­ 
istered a 47 to 31 thumping to the 
Beegees in one of two Ohio col­ 
lege contests played last night. The 
Hawaiian All-Stars handed Witten­ 
berg a 58-49 exhibition game detest 
bench and wait for something to 
happen . . . Since firing old King) at Springfield in the othei 
Levinsky a good going over on the 
count th* other night, Maxi© Roe- 
enbloom wants to bs known as 


Otterbein* victory, gained on re­ 
markable accuracy with the bas­ 
ket. pushed it into a three v ay tie 
'Jewish heavyweight 
champion of! with Mount Union and Case st two 
the world “ 
i ronverfence victories in as many 
J starts. 
Ohio Northern has won 
The Detroit 
Tigers have ordered thre*» and Muskingum five without 
Hank Graenberg to lay off hand- ' defeat, 
bsll . . . Frank G. Menke has decid 
—---------- — 
**d not to issue his entertaining BASEBALL TRADE TALK 


er at the Hippodrome. 
As plans were laid today. Ris­ 
ko 
w ill meet the champion in a 
return title engagement over the 
16-round route in Madison Square 
Garden on Feb. 
19. The winner 
will, in all probability, tangle with 
Yar*ez. 
The Monaca punc her, showing no 
signs of the ailing leg that slowed 
him up when 
he 
dropped 
bis 
championship 
to 
Risko, 
used 
a 
fast left hand and a big odge in 
ring generalship to trounce Krle- 
ger. 
The Associated Press score 
card showed VsroEz on top in sever. 
of the IO rounds, with 
the 
fifth 
rated ss Kricgers best. 


All-Sports record hook this year . 


Kneads are trying to persuade 
Tony 
Canzonet*! 
to 
forgot 
that 
• omeback stuff, but no dice yet . . . 
Fred 
Apostoli, the bellhop from 
San Francisco, may have consider­ 
able 
to say 
before the 
middle- j 
weight 
situation 
is 
settled 


Fights Last Night 


B y T K * A s s o r ia ! * * P ra ts. 
NEW 
YOUK - Teddy Yarosi. 
I 159, Pittsburgh, outpointed golly 
! Krieger 160. Brooklyn (IO). 
CLARKSBURG. 
W. 
Va.—Irish 
I 
i t / c i l C C TrtV /C 
c r e c i n u 
^ urt)er- ISS. Richmond, 
Va 
L l V C n l o 
O l U V t 
S c S S I O N and the Alabama Kid, 163. Dover. 
....— - - 
Ohio, drew (IO). 
Rumors Of Three 
Possiblt 
Deals 
11iril 
, r... 
,................ 


Going Th© Rounds Again 


Citizens’ 
G 
F Chancy 
G 
F 
Brand), f 
. 5 
2 Caugbey. f . 3 
0 
Clutter, f 
. 5 
1 Chaney, f 
. 0 
0 
Kell, e .. 
2 
I Michel, e 
. 6 
2 


oan 
3oar*9 


f 4 
I K. Gibbs. I • 4 
0 
Tuttle, g . .. 0 
0 P. Gibbs g. 2 
0 
R. Pugh . . 0 
0 


Totals . 
16 
5 
Totals .. 
15 
2 
Score by halves. 
Citizens’ Drugs ................. 19 1S- 37 
Cbsney Brothers 
........ 
IS 1 4 - 32 


Gulf Gas 
a 
F Goddard 
G 
F 
L. Kimble, f 3 
0 Haney, f . . I 
0 
Fetty. f . 
0 
0 Brown, f . . 0 
I 
W aiver, e .. 3 
I' Mansfield. c 2 
I 
H. Cook. c . I 
0 Mountjoy, 
t 4 
I 
D. Am’eo, g 2 
I Ray Gibbs, g 2 
0 
i 
....I 
Totals . 
. 9 
2' 
Totals .. .. 9 
3 
Score by halves; 
Gulf Gas 
5—20 
Goddard Bakery ............. ll 
1 0 - 21 


Devon’s 
G 
F Allison's 
G 
F 
C. Reed, f 
* 
I Rardir f . . o 
I 
Reukauf, f . 9 
I Fetty, f ... . 3 
I 
Hocking, c . I 
2 Ferguson. 
. 0 
0 
Corcoran. 8 2 
I S Miller, g . 8 
0 
A. nu tter, g 2 
0 Hindes. % 
* 
0 
'Willison .. . 0 
0 


Totals . . 1 6 
5 
•• l l 
2 
Score by halves; 
Devon Printers ............... IS 21—3 
Allison's Bowling 
..11 
8—24 
Refereo—Howard 
Linden, East 
Liverpool. 


NEW 
HAVEN—Kid 
Chocolate. 
130**. stopped Johnny Erickson. 
132, New York (5). 


Br Th* As***lst*a Prs.- 
NEW YORK, Jan. 14. —Reports 
Freddie Steele is th# "first"*coast of thre* poiMbl® beeball player 
horn fttrhier to hold a ring title 
Mtxr Jim Corbett's day. 


Wrestling Results 
B» TK* As**ci*t*4 Pre**. 


deals went the rounds today, there 
by saving this especially dull hot 
stove season from tsking a dive 
into its own cracker barrel for want 
of something to talk about 
The trade talk, such as it is, rfe- 
MANT HESTER. 
N. 
H.—Dsnno vjvod rumors that: 
o Mahoney. 239. Ireland, defeated 
W iper 
DuvpK 
?1S. 
Omaha, 
t straight falls). 
HARTFORD. 
Conn. — George 
f'lsrk. 227. g< otland. defeated Irish 
lark 
Dono'an. 
2n0. 
Boston 
(Straight filii). 
HOLYOKE, M ass—Kayo Cover- 


1—Van 
Lingle 
Mungo 
will 
go 
from the Brooklyn Dodgers to the 
Chicago Cubs pitching staff. 
2- Buck Newsom is headed away 
from Washington, toward Detroit. 
>— The Giants will land a catch 
er from Cincinnati. 
For a while it looked ss if tha 
Iv. 
California, 
defeated 
Angela j Boston Red Sox might lure Moose 
Fisteidl. Italy, (straight fnlln). 
Solters from St. Louts cm* Joe Vos- 
MIAMI -Everett 
Marshall. 221. mik 
from 
Cleveland. 
Howaver. 
La Junta, C olo., defeated Jo h n n y ! Tom Yaw-key put th© damper on 
■ 
mimer 228, Tampa, Fla., 
(full such goings-on yesterday 
Nelson. 11 IOU 
j 
I_______ IL 
, 
Forty percent of the men stu- 
»■" Potedel, pitcher purchased dents enrolled at the University 
Cincinnati from Portland. Orc. of Missouri participate in one or 
n IT Of (tie 
2 0 Ramf,, he more of the It spirts in which in- 
pitched in the roaat league. 
i tramura! competition ii held. 


RUDOLPH’S AMATEUR NITE 
IS THE TALK OF THE TOWN! 
• PLEASANT SURROUNDINGS! 
* GOOD SERVICE! 
S MODERATE PRICES! 
EXCELLENT FOOD—BEER—WINE 
AND 
YOUR 
FAVORITE 
DRINKS 


, 
- 
TRY A LARGE 
SOWL 
OF 
TURTLE SOUP ....................... 10c 
CHILI CON C A R R E ................... 10c 
FRESH 
DAILY 
GIANT H AM BU R G ....................... So 
We Grind Our Own Hamburg From Fresh Beef 
ITALIAN SPAGHETTI, 
With Meat B a lls ...................................... 
30c 
R U D O L P H ' S 
••Where Beer Coile Are Cleaned Every •/, Barre)” 
DRESDEN 
AVB. 


MEN’S BETTER 


Overcoats 
Priced To 
GO 
AT 


! SAVINGS ! 


Men’s Heavy Weight 
O Coat 
pnced 
at 
such a ridiculous low 
price that you can’t 
afford to mils this 
golden opportunity! 
We must make room 
in our Clothing De­ 
partment thin the 
saving to you . . . 
Complete iise range 
from 34 to 46. Color* 
to luit any taste. . , 
Blues, Greys, Browns 
Oxford Grey, Check* 
and solid colors in 
both raglan sleeves 
and box model , . . 
Hurry! 
r n NOW AMP SAVE 


MEN’S SUITS 
.77 


Mens 
Better 
Suits 
r e d u c e d 


f a r q u i c k C le a n 
up. 
B r e m e n 


• • z e e 
e n d 
a d d 
patterns. 
J12 


Men’s all wool 
worsted 
suits 
priced st such 
a 
tow 
price 
fieure that you 
really can’t af­ 
ford to pass up 


Town Clad Snits at $19.75 


P E N N 
*• I *> S I V 
C U M V 
% 
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MORE RECRUITS ASKED 
FOR CCC FROM COUNTY 


S ec o nd Call Ma de W i t h Accepted 


A pp l i ca n t * T o L e av e Jan. 19 


8 5 
Spacial To Tht Rtvitw. 
LISBON. Jan. 14—A second call 
for recruits for CCC camps 
has 
been received at the county relief 
office here. They will leave Youngs­ 
town Jan. 19. Men between 
the 


I ages of 17 and 28 w ill be accept­ 
ed. 
Applications can be made at the 
J relief offices here. E ast Liverpool. 
Salem and East Palestine. Those 
: from the Columbiana district can 
I register either at Lisbon or East 
I Palestine and those from Leetonia 
and Salineville can register at the 
relief office here. 
Wallace E. King, of the v eterans’ 
bursal here has also been notified 
to receive applications for enlist- 
! ment for the same date. 
666 
Liquid, T ablets 
halve, > o it 
Drop*________ 
Try 


check* 
C O LD S 
■Bd 
F E V E R 
drat day 
H ead ach e. 30 
m i n u t e * 
Ft ub-M y-T t* rn •*—World* 
Beat LIU I m ea I 


R E I C H B A N S S T A M P E X P O R T 
PERLIN — Postage 
stam ps 
ar® 
I money, and therefore cannot be ex­ 
ported. 
the 
German 
foreign 
©x- 
j ( bange control bureau has decided. 
(Consequently, it is illegal to use 
them 
to 
evade 
the 
foreign 
ex­ 
change law. whereby the ban on 
11hf* export and import of German 
‘ currency is enforced. 


IF ll 


B Y 
F R E D E R I C K 
J A C 
K S O 
M 


4T THE SIGN OF TH E FLYING RED HORSE 


PROTECT YOUR 
CAR INVESTMENT WITH 


M o b l l u b r i c a t i o n 


75 


—-W ill provide dependable 
point by point lubrication 
C 
for your Ford, Chevrolet, 
Plymouth or any sim ilar Bize 
car. 


You 
Can’t Go 
Wrong 
At 
DAWSON’S 


SERVICE STATIONS 


6tH St. Broadway (Downtown) 


1167 Penn Ava., E. E. 


EAST LIVERPOOL, OHIO 


SYNOPSIS 
A ft e r a gay night 
i t ub e v en ing . C o u n t y Vronski lh* 
vita e ee\<-r#i f r i e n d s to a late 
p a r t y at An ne P h e l p s ’ studio— 
t h e y a r e rumored engaged. Go­ 
i n g on a h e a d a r e Anne, V r o n e k i , 
K a r s a n a k o f f the s t u n n i n g d a n ­ 
c er, 
a n d 
Bigelow, 
t h e 
y o u n g 
Am erican f r o m Pa il *. K a r s a n a * 
k o f f h a s s h o w n unusual inter­ 
e st 
in V r on s ki , a n d 
A n n e ha# 
a d m i t t e d to B ige lo w t h a t V r o n ­ 
s k i is t r y i n g 
to 
f o r ce h e r to 
m a r r y him. A shot d r a w s B i g e ­ 
low f r o m An n e' s k i t c h e n . In the 
s t u d i o he f inds A n n e a n d Kar- 
s a n a k o f f 
s t a r i n g 
a t 
Vronski's 
d e a d b o d ' . 


Chapter Nine 
The Party Go** On 
re'ARBA NA KOPP picked 
up the 
IN. gun and began to polish it with 
her 
red 
chiffon 
handkerchief. 
•’Then certainly we cannot call in 
the police.” she announced 
with 
decision. 
"But—what then?'- asked Bigelow, 
frowning. 
“ For the moment,” aaid Karsana- 
koff shrugging, “ we must hide— 
him. 
Irater, we can decide how to 
dispose of him —perm anently. 
But 
for the moment. It will be enough 
Just to conceal him from prying 
eyes . . . Those guests he invited 
may be already on their way here. 
We must do what 
must he done 
quickly—quickly. 
T here ia no time 
to waste.” 
She rose from the floor, still hold­ 
ing the gun in her chiffon handker­ 
chief. 
Bigelow a eyes wandered over the 
studio. 
"The 
cupboard — ?” 
suggested 
Anne. 
indicating it with a nod of 
her head. 
She spoke through dry 
lips. 
"It locks,” she added signifi­ 
cantly. 
"Excellent,” said Karsanakoff, "if 
[th ere is enough room. 
Open the 
door." 
Anne crossed and opened the cup­ 
board door. 
It proved to be quite 
ja large cupboard and 
practically 
‘ empty. 
There was a vacuum clean­ 
er in one corner. 
Some books and 
other odds and end* were on the 
shelf an odd lamp that had been dis­ 
carded—some small canvasses piled 
up. 
On the hangers, some clothes 
were hanging. 
If you will give a little assist­ 
ance?—” 
suggested 
Karsanakoff, 
looking at Bigelow. 
"I think I can m anage.” said Bice 
low. 
"No, no. 
It will 
be 
easier if I 
help.” 
They picked up the body of Vron­ 
ski between them and-carrled him 
into the cupboard, placing him on 
the floor with his back against the 
wall. Since they had decided not to 
call the police. Bigelow examined 
him again to verify, K arsanakoffa 


F 
A 
n 
y 
f a i M o v c D w i T M 
CORNS 
flay goodby* to risky raeor* and ©tunny eom- 
p.Ht. A n*w liquid NOXACORN rail**** 
pain quick. Soon the corn (or callum) loosens 
and coma a out with aas*. Absolutely asta. 
Contains pur* castor oil. iodin* and "corn* 
aspirin." St* bolti* aaaaa untold misery. 
D ru g g ist refunds / i ^ n f n T R 
T 
T 
I 
money if it fail*. 'r g y y isL A aim M M jM i 
A n d * r* o n ‘a. H r r r k a 's s a d O th e r 


Prevent “Flu” 


with 
K-N-O-X-A 
Cold Tablets 
K«ap Them Handy in The 
Horne—Take One or Two 
As a Preventative When 
You Feel a Gold Coming 
On—Start Action — Only 
a Penny a Dose. 


Ute Our Oreaseless Cream 
For 
Your Throat 
and 
Cheet — Takes Soreness 
Out Over Night. 
15c 
HOLLOWAY'S 
DRUG STORE 
5th Si Broadway 


swift conclusion and satisfied him ­ 
self th at Vronski was indeed beyond 
aid. 
Anne had turned away. biting 
her lip. 
"Are you all right?” aaked Bige­ 
low anxiously as he cam e from th© 
cupboard 
"Yes. 
Quite. 
Only—feeling a lit­ 
tle sick." murmured Anne. 
"Take her into the kitchen and 
get her a drink.” he suggested to 
Karsanakoff. 
•‘Come." said Karsanakoff. kindly, 
slipping an arm about Anne. 
The G uests Arrive 
They went out together. 
Bigelow 
picked up the gun. together with 
K arsanakoffa chiffon handkerchief 
and toased it into the cupboard. 
Then he hurried into the bathroom, 
picked up a bath towel and came 
back to mop 
up 
the 
floor w here 
Vronski 
had 
fallen. 
Fortunately, 
the stain was on the hardwood. Just 
missing one of the rugs. 
Bigelow’ 
wigs able to rem ove all trace of It. 
but he altered the poaitlon of the 
ruga to cover it. and he on the aafe 
side. 
The blood soaked towel, he 
cast Into the cupboard, too. 
Then 
he placed Vronaki’a hat on the shelf, 
hung up his coat and locked the cup­ 
board door, taking the key. 
As he glanced around him critical­ 
ly. to make certain that nothing bad 
been overlooked, there came a ring 
at the door, downatairs. Ann# cam e 
in from the hall, looking somewhat 
better. 
"Can you go through with thta?" 
he asked anxiously, bis eyes study­ 
ing her In frank concern. 
"Yes. of course. 
I must." she an ­ 
swered. 
"How 
shall 
we account for bls 
absence?" 
"K arsanakoff says we must say he 
went back 
to 
pick them up and 
bring them along ” 
"W here is she?” 
"In the bedroom—telephoning her 
maid that she may be very late.” 
Bigelow listened and heard Kar- 
sanakoff’s voice speaking aoftly in 
Russian. 
The next Instant, there 
came a knock on the 
studio door, 
and aa Anne crossed to open it. K ar­ 
sanakoff cam e from the bedroom. 
Two women end three men ap ­ 
peared — all of them strangers to 
Bigelow, but Karsanakoff bad evi­ 
dently met them at the night club. 
"But Count Vronski is not with 
you?” she cried * 
"No. isn’t be with you?” asked 
one of the women, a rather plump 
blond, very bejeweled. 
"But no—he went back to bring 
you!" cried Karaanakoff. 
"Mr*. Kane — Mr*. Barney.’’ aaid 
Anne, 
making 
the 
introductions, 
"Mr. Bigelow . . . You’ve met Ma 
dam e Karaanakoff, I aaa 
” 
"Yea. at Madge ! —In the bar," put 
in one of the women — Mrs. Bar­ 
ney. apparently. 
"Mr. Ledyard —Mr. Burion—Mr. 
Harrison.” 
aaid 
Anne, completing 
her teak. 
The three gentlemen all shook 
banda. 
"W'e’ll doff our sables.” said Mrs. 
Kane. 
I 
know th* way. 
Come. 
MI re belle." 
MB. Barney—who seemed to an­ 
sw er to the nam e of M babane— 
"came." 
Karaanakoff accompanied 
them into the bedroom. 
‘T il help with the drinks,” offered 
Harrison. 
He was a fat youth with 
n beaming smile. "T he only reason 
I m cv©r asked out on parties is 
that I alw ays help with the drinks.” 
"I don t have to ba a waiter be­ 
cause I play tb s piano,” said Burtou. 
a rath er alight dark fellow. 
Riga- 
low remembered him. 
He bed been 
leading tbs orchestra a t Madge's. 
"I’m ornam ental.” said Ledyard. 
"I don't have to do anything but 
lend my distinguished presence.” 
Anne and Harrison went off to 
bring in drinks. There was another 


knock 
at 
the 
door and Bigelow 
opened it to admit 
two 
waiters 
with trays of sandwiches and bowls 
of salad. 
By the time they had a r­ 
ranged the food on the big work 
table, the three women had return­ 
ed from the bedroom 
Burton was 
already at the piano. 
The party 
had begun. 
Tappy Tells 'All’ 
Mrs. Kane came toward Bigelow. 
She was big and blond and good 
natured and not young. 
Her ample 
form was clad In shining gray me­ 
tallic discs, and she had diamond 
bracelets half way up one arm. She 
w as—in fact—dressed like a demi­ 
mondaine—but she had a respect­ 
able face beneath her heavy make­ 
up 
"Don't be frightened." she said. "I 
may look like a battleship, but I rn 
a pleasure craft, pure and simple.” 
She waved a plump jewelled arm 
and added, "Chet calls these my 
riding lights.” 
"Chet?—" asked Bigelow politely. 
"Chet Harrison, one of our bright­ 
er lights. 
I 
forgot 
you 
were a 
stranger in these parts. 
Sit down 
and 1 11 tell you 
all 
about every­ 
body. 
And when I say all. I mean 
all!" 
Bigelow smiled and sat down be­ 
side ber. 
"It takes a brave woman to trust 
one of these couches.'' went on Mrs 
Kane 
"I wouldn’t risk it if you 
and two or three others weren't on 
hand to pull 
ma 
up 
again. . . . 
Thanks, Ducky,” sh# added to H ar­ 
rison who brought her a drink. Bige­ 
low took one, too. 
He felt he need­ 
ed it. 
"Who is H arrison—beside being 
a brighter light?” asked Bigelow. 
"An Interior decorator. 
He and 
Bobby Ledyard have a place to­ 
gether and they m ake fortunes sell­ 
ing the right thing to the newly 
rich." 
"Ara there still newly rich?" ask­ 
ed Bigelow. 
"Even nowadays?" 
"God, yes. 
The backwoods are 
full of them. 
I'm only two seasons 
old myself. 
That is. I was always 
rU-'h— my grandfather stole most of 
Topeka, Kansas, away from the In 
dlans. That's why I was named To 
peke. but moat of my friends call 
me Toppy. 
Only I was rich In the 
west you see. without getting much 
out of It until I got the idea of di­ 
vorcing Sam.” 
She beamed on him. 
Some 
new 
arrivals came and 
Bigelow beard Karaanakoff asking 
them where Vronakl was 
Bigelow 
listened to the music and the chat­ 
ter and wondered what would hap 
pan if anyone could guMS th* an­ 
swer. . . . 
Th# women went off to the bed­ 
room to leave their cloaks and pow 
der their noses while Anne pains­ 
takingly Introduced the men. Then 
the women were Introduced. Abroad 
no hostess would have bothered, 
once the perty got underway. 
Th# 
roof la supposed to constitute an in­ 
troduction. And even here. Bigelow 
noted, the business was merely a 
convention, for 
he 
did not even 
catch the names and ha was certain 
that nobody got his. 
However, in the interval, one of 
the new arrivals caught Mrs. Kana s 
attention and Bigelow found him­ 
self for an instant alone. 
He saw 
that nobody was in 
the bedroom 
and went in there to nee the tele­ 
phone. 
Anne followed him. 
"W het ere you going to do?" eh# 
asked curiously. 
Telephone an old friend of mine 
—Dr. 
Austral!!!. 
Do 
you 
know 
bim?" 
"No.” said Anne. 
"He's the fa 
moue nerve specialist, isn’t ba?” 
"Yea. I want to ask him to coma 
to the party, if you don’t mind.” 
"Of course, not,” said Anne. "But 
—why?— '' 


AROUND THE CLOCK ON THE RADIO 


Blenk Bpaees Appear Where There Arp Ne Outetandlnt Features 


TUE MSD! I — Nip!* 


< W I AM I 
• K O K A I 
I Vt JAS) 


aioo While th* City H e a p s ... Kiddias’ Klub . .. 
Bile Tom Mix 
................... Am*' ran 
Legion 
a (go Jack Armstrong . . . . . . . Ringing Lady . . . . 
Step Orphan Annie .................... N a tu re Talas . .. . 


Congress Affairs 
All Hand* On Dsck 
F iji* T o w n Foltiaa 
Wilderness Road 


Ptoo T w iligh t Tunes 
................Saws Report .. 
d il5 Evening Prelude .............. Kadian* 
. . . . 
Otto Sportsm an 
...........................Sports 
Music .. 
Pi4P Lowell Thom as ................ L o w e l l Thome# 


Chapin 
Report 
r e td 
News Report 
O rchestra 
•Vchsstr* 


WHEN YOU GO TO PITTSBURGH 


7IOO A m o* an d A ndy ............... E asy Asea 
TilS P i n k y H u n t e r ...................... Th* J a e i a r s 
7 180 Orchestra ............................ Lights On 
TiM Royalists ..................... .. 


P oatio 
M elodies 
Ma P Pa 
.A 
W o o l i e s t 
Ro#Va Carter 


Pion Rudy Valle* 
••ta 
......... 
• ■PA 
••sa 
" 
..... 


Roaton Symphony . Band Wagon 


#■00 Maxwell 
••ta 
Pipe 
ties 


House 
• Hugo Eeksnsr . . . . Majnr Roses 


Town Meeting*.*..*.* 


IO IOO Music 
loup 
lo.ao 
totes 


■ all 
................... Floyd Gibbons 


W. r A. Program* *.* M erck o f Tim* 


t i too Norman Thom as 
l i t i s Orchestra ........ 
11 tao 
......... 
l l ISP 
” 
................ 


Dream Phip . . . . . . . Haw* Report 
M usic 
..................... Orchestra 
Orchestra 
.................. 


FRIDA T—Day llgfct 


< W T A M I 
(K OK A) 
<WJAS> 


7.00 
7 tao 
Dud* Ranch Boy* 
Jr. Broadcasters . 
Musical Clock .......... 


— its cheaper to go via the Valley Motor 
Bus. Safe, sure, dependable and the 
schedules are almost hourly from the 
Diamond. 


Call Main 276-R and ask about ticket 
rates and schedules. 


VALLEY MOTOR TRANSIT CO. 


Ju st About Tim* 


a .po 
•tao 
Malcolm Clair* 
Cb**rlo ............. 
Musical Clock 
N ew * Report 
Doo W illiam * 


em o 
PiPO Streamliners ............. 
Board of Education 
Breekfoot Club .. 
Shopping Service 
Parade 
W ifaeaver 


10.00 
lOiPO 
Mr*. W igga ................ 
Just F laln BUI .............. 
Nows Report . . . . , 
.P ep p er Y eu n g 's Fa 
{atty and Bob 
atty Crocker 


11 IOO 
IH M David Varum 
Charm 
........... 
The O'Neill* , 
.Vie and Bade 
.M agaalne of tho Air 
B ig Plater* 


IP IOO 
t i ISP ?iri Aion* .. 
o n A B etty 
News Report ............ 
Farm A Mom* Hour 
Th* Gump* 
Howe Report 


I >00 
I iPO 
Noonday Reeum* ......... 
Over The Garden W all 
B o n o Forum 
Five Star Revue 
.M usical* 


2 >00 
p tao Mueifl Appreciation 
M uei* 
Appreciation Thru A W a ! Eye* 
“ 
. . . . . . . . . Air achoo! 


SiOP 
PISO 
Popper T eu ag 
Vie A Bade 7. 
Baritone 
Soprano . 
Symphony Orch. 


dias 
4tP0 Toe Tim# ................. 
Dangerous Rom ance . . . 
.Afternoon T oe . . . 
Concert Favorite* 
.Arm y Band 


•B K THC NKW 1M 7 
P H I L C O R A D I O S 
NOW ON DISPLAY AT 
MOORE ’S 


— H ow To K eep W ell— 
C u r e Possible 
In Treatment Of 
Asthma Malady 


Advances Made To Control 


Disorder Through Study 


Of Underlying Cause 


By R O Y A L B. C O P E L A N D . M. O. 
ASTHMA IS on** of th© doctor# 
most perplexing problem*. Thin in 
a pity because It ha* been ©Btl- 
mated that thre© and one-half p©r 
r©nt of the population auffer from 
asthma of hay fever. 
Within tho past decade, I am 
a u d 
to say. real advances have 
been made In the control of 
this 
annoying disorder. Indeed, in many 
instance*, complete cure la possi­ 
ble Thta desirable state of affairs 
hex been made possible by a bet­ 
ter understanding of 
th* under­ 
lying causes of asthma. 
Some persona ar* aensltlve to 
certain substances. Then they are 
said to be "allergic.” They are un­ 
pin. tannoy 
Influenced 
by 
things 
whUh do not affect the average 
person. 
Allegry is the word used (or this 
peculiar oversensitiveneas of 
sn 
individual 
to certain 
substances 
Direct, or even indirect, exposure 
brings about an unpleasant rear 
lion mild or severe In one who hat 
a tendency to asthm a or hay fever. 
A similar reaction is sometimes ob­ 
served in persons who have a ten­ 
dency to hives, now considered to 
he an allegric condition. 
C lose R elationship 
As I have indicated, there is a 
(.lose relationship between hay fe­ 
ver and asthma 
In fact, many 
persona who have hay fever dur­ 
ing early 
adult life auffer from 
asthm a in late middle life. 
For 
this reason if is wise for the suf­ 
ferer from hay fever to correct 
the tendency at an early age. 
I a m often a a k e d about a t r e a t ­ 
ment in 
which the p A tle n t la "de­ 


sensitized ’ 
It is indeed a value I 
hie treatment. 
By mean* of it.! 
many a patient ia cured of the stii- 
sitlvity which 
has 
caused 
his 
trouble 
Th© treatm ent consist* of inject­ 
ing under the skin small doses of 
"allergen.’ the 
neutraliring 
sub­ 
stance. 
The doae is gradually In­ 
creased and repeated until the pa­ 
tten' 
e m 
tolerate 
considerable I 
amounts of the substance without i 
suffering ill effects. This proved- J 
ure has been vs I na hie in the treat­ 
ment of stubborn cases of hay fo- j 
ver. 
J 


Rut. of co-nae. it must be known j 
what th© offending substance is or! 
the curative ascot cannot he pre ) 
pared and applied, It is now po* 
sib!© to find the distill bin* mate j 
rial by means of certain skin tests. 
A tiny amount of the suspected 
substance Is injected Into the skin. I 
and all it* reactions are carefully i 
noted. 
If there is no skin reaction. 
the test is regarded ss 'n e g a tiv e " 
But if tht substance is the one dis 
n e stin g to the allegric 
per«on. 
there will he marked reaction, w ith 
redness, swelling and tenderness 
of the skin 
Then the desenslti* j 
in* treatm ent is Indicated 
(Copyright, 1*37. K . F. a. Im-.* 


L A N D R U S H O R G A N IZ E D 
i 
SYDNEY— Australia Is preparing 
for a renewal of some of the old 
time 
thrills of 
"land rush" days. I 
on e hundred thousand acres ara to 
be thrown open foi shc©p ara xii.g 
land's in Iota of I .ADO to 3.000 acres 
for those who get there first. 


Mad Etcher's Work Bought 
TOLEDO — A 
Bracequomond 
etching has been added to Toledo * 
famous museum of srt. It is s por­ 
trait of Charles Meryon. himself 
an etcher, whose tragic career end 
sd In 1888 in a Paris Insane asylum 


Needle In Body 18 Vetra 
FOKEsiT, 0 — Fifteen years ago 
Rurl Hune stepped on a needle. 1 
Recently, It wag removed from be- 
tween his toes. where It had reap­ 
peared 
Hune said that until a 
year ago It had not caused him 
any pain. 
ABE’S 
CABI N 


• Really Cold Beer 
• Delicious Foods 
• Fancy Mixed 
Drinks 
• Abe’s Tom A 
Jerrys 
Mix*d To Perfection 
• Wines, Cordials 
• Champaignes 
• Vermouths 
Italian and Franeh 


Coupled With Personal 
Cheerful Servioe 


YOU FEEL AT 
HOME AT ABE’S 
SO WHY NOT 
“Let’s Go To 
Abe’s’ 


—’ Because I think w# may need 
him —afterw ard.” 
“You—can trust him ?” aba asked, 
drawing a sharp breath. 
"Abaolutely.” 
Sh* nodded, and brushed back bai 
hair 
wearily. 
"It'a all ao—ghast 
ly." she murmured. "Listen to them 
out there! ... If they knew !—” 
(Copyright, UNIT, Pr#4*rl*b Jaehaoa) 


K arsanakoff gate a mysterious 
phono eall tomorrow. 


SPECIAL SERVICE RATES 
Ob Your Electric Refrigerator 
At This Tine Before Rush Seasoa 


OUR IO POINT CHECK UP COVERS 
REFRIGERATOR COMPLETELY 
Save Now By This Special Rate 


WORK GUARANTEED BY EXPERIENCED 
REFRIGERATION ENGINEERS 


FIX IT SHOP • APPLIANCE CO. 
124 EAST FOURTH ST. 
PHONE 169 


a 
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SARGE LOAF WITH 
THE RICH MUK FLAVOR 


You’ll be surprised at the delici­ 


ously different flavor of A8CP 


milk bread from that of any 


other bread you have ever tasted 


-—it’s doubly delicious when 


toasted and spread thickly with 


fresh creamery butter. Buy a 


loaf—teat k for yourself—it’s 


the best bread buy in town. 


F A M IL Y 
☆ 
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Fashions of the 
Fashionable 
Capital Cat Cuts Cute Capers 


Jumping through a hoop 


CHARMING ENSEMBLE — Lu­ 
cille Ball, film actress, wears a 
striking ensemble composed of a 
suit of azure blue duvetyn with a 
sapphire blue collar and a short- 
fitted jacket with full sleeves and 
a daring skirt. The turban Is of 
sapphire 
blue 
and 
lavishly 
trimmed with ribbon bows. 


WINS FREEDOM BY MARRIAGE—Although divorce usually is 
regarded as a "freedom bringer”, just the opposite is the case here. 
Things looked dark for Sam Miller, accused of shooting Jean Nash 
in a lovers,’ quarrel at Dover, N. J., some months ago. 
But Sam 
married Jean, the only witness to the shooting. 
A wife can’t be 
called to testify against her husband, thus things are bright now. 


ON FLINT* STRIKE FRONT—“Sit-down" strikers in a Fisher Body plant of General Motors in Flint, 
Mich., lean out of plant windows to listen to union speakers addressing crowds on outside, top: pickets 
on the outside gather around bonfire to warm themselves, below'. 


Washing the window 


l l : 


“TAKE ME”—With a beaded bag 
around its neck and a note inside 
reading, "Take me and love me— 
police dog ”, this puppy was found 
wandering in Chicago streets. He 
now* is in an anti-cruelty shelter. 


KANSAS DEMOCRATS CELEBRATE—Kansas Democrats, who only infrequently get a slice of the 
patronage, flocked to Topeka for the inauguration of W alter Huxman who succeeded Governor Alfred M. 
Landen. 
And here we see at the banquet, following the inaugural, left to right: Mrs. Guy T. H aver­ 
ing. Guy T. Hovering, national internal revenue collector; Leland I’erdew, head of Young Democratic 
club; Ruth Huxman. daughter of the new governor, and Governor Huxman. 


Heading the new»pH|»er with owner Charles Seheer 
Tip. threc-year-old cat born and raised in the engine room of the 
house office building in Washington and owned by Chief Engineer 
Charles E Scheer, can do any number of tricks, as shown above. 


AL BACK IN THE SW IM?—Not the political swim this time, but 
It’s a swim all right. 
Alfred E. Smith, former governor of New 
York, snapped in water at Palm Beach. Fla., where he is vacationing 


DIRTY WORK!—Young Jackie 
Higdon, helping his father reno­ 
vate the crude oil-burning pot* 
for another night of smudging rn 
their Covina, Cal., orange grove, 
calla 
it 
dirty 
business. 
The 
smudging, or smoking, was re­ 
sorted to as protection against 
unprecedented frost and ice. 


EUGENE O’NEILL IN HOSPITAL—Eugene O’Neill, noted play­ 
wright, who recently underwent an operation for appendicitis, is 
shown recovering in an Oakland. Cal, hospital. His nurse, Kathryn 
Radovan, is at the right 
O’Neill. Nobel prize winner, is now gath­ 
ering material for an eight-play cycle. And he said his experiences 
in the- hospital had given him inspiration for a hospital play. 


BAKING PRESIDENT S BIRTHDAY CAKE—Too many cooks may 
spoil the broth, but there couldn't be too many cooks a t work on 
the giant birthday cake being made by these society girls in New 
York for the president’s birthday ball. Jan. 30. 
The girls, left to 
right, are Mrs. Lewis R. Stewart. Audrey Harder, Gertrude Levis, 
Suzanne Wolff and Edith Greacen. 
r»ntr*i Presa Association. 1937 


STRIKING SEAMEN OBJECT TO COPELAND BILL—Representatives of striking seamen on the east 
coast are seen calling on Senator Royal S. Copeland of New York in Washington to object to pro­ 
visions in a bill of his concerning seamen’s welfare 
The strikers say that the bill would permit ship 
owners to blacklist workers. 
Left to right: 
Ralph Emerson, representative of the Atlantic and Gulf 
branch of Marine Cooks and S te w a r d s. J. E. Curran, chairman of the Joint Marine Strike Council 
(back of light on desk); Senator Copeland and Paul Scharrenberg, legal representative of the Intema- 
national Seamen’s Union of the A. F. of L 
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— F a m o u s In a u g u ra tio n s— 
LINCOLN BECAME 


PRESIDENT WITH 
ASSASSIN GUARD 


Sharpshooters Aimed Guns 


At Throngs After Rumor 


Of Death For ‘Abe’ 


WILSON’S EXIT TRAGIC 


Stirring Drama Has Often 


Attended Inauguration 


Of Nation’s Leaders 


(T h is'in (hr ircoud of three ar* 
tid e * 
on 
P residential 
In a u g u r a ­ 
tions.) 


By a l e x a n d e r r . g e o r g e 
A ssociated Presa Feature W riter 


W A S H IN G T O N . 
Ja n . 
14.— Poig­ 
nant, n a tio n a tlrr in g d r a m a 
m o re 
th a n one* h»* atte n d e d th e .i n a u g u ­ 
ral p ag ean ts of th* P re sid e n ts . 
W hen A b raham L incoln ca m e to 
-I- 
HELP 
15 MILES OF 
KIDNEY TUBES 
To Flash out Adds mod Othor 
Poisonous Wast# 
D octors say your W nty* con U rn 15 Milo* of 
Hay tube* or ftltsrf which bp Id to purify tho 
blood sod keep you healthy. Moat Panola pa** 
shout 3 pints a day or about 3 r*°'ii>« of watte. 
Frsqusnt or scanty paaaasaa with sass* mg 
and b arni of shows thsrs may bs aosothiog 
wrong with your kidneys or bladder. 
u ^ 
■ An sienna of adda or 
rrr>Bg wiin your 
y. 
An siesta of adda or rouens in your blood, 
whan dos to functional kidney disorder*, may 
bs Tbs bcRinn'ng of Bassing backache, rheu­ 
matic pains, lumbago, leg pains, loss of pep aud 
•Bsrgy, getting up night*, swelling, puffiness 
under the ayes, hssdachss, sod disjmeae. 
Don’t WSI ti Ask your druggist for Doans 
Pills, used sucoseefufly by millions for over SO 
years. They give happy relief and will help tbs 
IS Milas of kidney tubas flush out poieonoua 
wasts from your blood. Got Doon a rill* 


W a s h in g to n for his first in a u g u ra ­ 
tion. th e n ation it as on th e b rin k of 
civil w ar, seven s ta te s alread y had 
left th e U nion and a h eav y a tm o s ­ 
p h ere of an x iety hu n g o v er th e c a p ­ 
ital. 
It w as said th at th ree-fo u rth s 
of th e c ity ’s in h a b ita n ts re g ard ed 
th e incom ing chief ex ecu tiv e aa an 
•n em y . 


T h e r e w ere ru m o rs of p lots to a s ­ 
sa s s in a te 
th e 
P resid en t-elect, 
to 
seize W a s h in g to n and to blow up 
its public buildings. E n ro u te to th e 
capital. Lincoln w as induced by se­ 
c re t s e rv lr e o p e ra tiv e s to c h a n g e 
his 
trav el 
sc h e d u le 
in 
o r d e r 
to 
a v e rt a s sa s sin a tio n . 
R e left H a r ­ 
risburg, Pa., se cre tly st n ig h t on a 
special 
train , 
tr a v e lin g 
incog nito 
th rou g h 
h ostile 
B a ltim o re 
and 
slipped q uietly Into W a s h in g to n at 
1 « ; as in th e m o rn in g 
Surrounded By S old iers 
H is c a r r ia g e su rro u n d e d by sol- 


i dierg an d w ith g o v e rn m e n t m a r k s ­ 
m en on th e roofs of h o u ses tra in in g 
th e ir g u n s on P e n n sy lv a n ia avenue, 
tho 
“g r e a t 
b a c k w o o d sm an 
rode 
from W illard 's hotel to th e capitol 
to s w e a r that be would p reserv e 
th e union. 
T h e 
in au g u ratio n 
of 
W a rre n 
H a rd in g w as m ad e d r a m a tic by th e 
tra g ic e x it from th e p resid en cy of 
W oodrow W ilson, his h e a lth broken 
and his vision s h a tte re d of leading 
th e U n ited S ta te s into a c o n c e rt of 
th e n a tio n s to p re s e rv e p e a c e and 
d em o cracy . 
M u rm u rs 
of 
sy m p a th y m ingled 
w ith 
th e 
c h eers 
as 
th e 
crow ds 
c a u g h t sig h t of the d i s e a s e w asted 
an d strife-w eary figu re of th e w sr- 
tim e P re sid en t, sittin g besid e the 
vigorous 
and 
rud dy 
P re s id e n t­ 
elect in th e ir ride to th e capitol. 
D escending th e W h ite H ouse steps 
for th e la s t tim e, W ilson w as a s sist­ 
ed by se c re t service m en w ho plac­ 
ed his feet on each s te p and then on 
th e ru n n in g hoard of th e au to m o ­ 
bile. 
At th e capitol th e P re sid en t 
signed som e hills and c h a tte d w ith 
a tte m p te d gaiety. 
Avoided C erem onies 
F in ally he wielded to e n tre a tie s 
of his fam ily th a t he s p a re him self 
th e ordeal of the in au g u ral c e r n 
m onies. H e and th e P resident-elect 
clasped hands, and H a rd in g said : 
. “Goodbye. Mr. P re sid en t. T know 
you a r e glad to he relieved of your 
b urd en and w orries." 
Y et th e Ohioan w as th« first of 
th e tw o to die. 
As W ilson walked fa lterin g ly to 
his c a r he rem ark e d to Sen. Knox 
of P e n n sy lv a n ia : 
“ T h e se n a te has 


Drama Attended Oath Ceremonies For Harding 
The Sunlit Road 
BY TOM T. JONES 


U n d er circu m stan ces m ade dram atic by th e falterin g exit of d isea se.ridden W oodrow W ilson. W arren 
G. H a rd in g (righ t) raised his hand above th e crow d at h is'in au g u rajio n on March 4, 1921, and w as sworn 
in by Chief J u stice Edward D. W hite. C alvin C oolidge is at extrem e right, 
1 


throw n m e dow n, but I am not g o ­ 
ing to fall d o w n ." H e was re fe rrin g 
to the se n a te 's defeat of his propo­ 
sal I hat Hie U nited 
S tates e n te r 
th e L eag u e o f N ation s 
As th e a u to m o b ile sped by th e 
W hite H o use on th e way to his p ri­ 
n t s ho m e in S street. W ilson n ev er 
glanced a t th e m ansion w hich had 
been bls hom e d u rin g eig ht hig hly 
d ra m a tic years. 
D ra m a tic b ecau se of its e x tre m e ­ 
ly hum ble, h o m esp un se ttin g m as 
th e 
firs t 
in au g u ratio n 
of 
Calvin 
Coolidge, w ho took th e o ath of o f­ 
fice at 2:47 in th e m o rn in g in the 
lam p-lighted 
sittin g 
room 
of 
the 
V erm o n t farm house w h ere he w as 
born. 
Oath Given By Father 
C alled trout his sleep by a m e s­ 
sag e tellin g of th e d e a th of P re si­ 
d en t 
H a rd in g 
in 
San 
F ra n cisco , 
Coolidge had d re sse d quickly. 
A 
trifle pale but com posed, he w alked 
d ow n th e old sta irw a y of his boy- 
hood 
d ay s 
in to th e s ittin g room. 
Mrs. 
Coolidge, 
weeping, 
follow'ed 
him. 
C oolidge's 
f a th e r 
a d m in iste re d 
the oath. T h e new P re sid en t stood 
with 
rig h t 
hand 
u p raised a t one 
aide of a 
little 
tab le with 
Mrs. 
Coolidge beside him. 
A cross th e 
tab le bis fa th e r, face b eam in g au d 
voice 
trem bling, 
read 
th e 
few 
w ords of th e oath “ to p reserve, p ro­ 
tect and defend the C o n stitu tio n of 
th e U nited S tates." 
And Calvin Coolidge, p a rsim o n i­ 
ous of speech, a d d ed : “ So help me, 
God." 
Tom orrow : 
Inauguration W eather. 


A ccom panied by a h eavy gu ard , A b raham L incoln 
slipped into a 
W ash in g to n 
rife w ith 
ru m o rs of assassin atio n 
plots and took 
th e 
o ath of allegian ce for 
th e first tim e in I NAI In a crude wooden en 
clo sure while the high 
h a ts of the day looked on. 


Marriage Licenses 


1,000 In Foxhunt 


<■1 BADING doctor* cmd nutritionists. 
A lia a oorim of laboratory M i 
haw found that Broad. itwiH, is ae* 
fattening, la oho Met, a largo group 
of womoa woro givoa tho b o b o 
amount* of tho B a g io too do, and oho 
hall of all tho toad tfaoy ate woo 
Broad. Tho women of aonaal weight 
neither gained aor loot Tho 
weight 


Broad helps t o hora up body t o t pro­ 
tect* tho body from acidooi*. and tup* 
pho* energy tor boing active. 


Lot adoaco bo your guide whoa it 


co o b o o to eating Broad. And eetence 
•ay* that Broad ie your hoot and 
cheapeet energy food! 


FRESH DAILY • OTT A LOAF TODAY 


LOGAN 
O.—O v er I.OOO p erso n s 
took p a r t in a fox d riv e a t S outh 
P e r r y n e a r bere b ut not a single 
fox w as cap tu red . 
S everal h u n t­ 
e rs re p o rte d seeing foxes but w hen 
the lines finally 
centered, 
th e re 
w ere n one of the an im als in the 
m iddle. 


Issued at New Cumberland 
S ta n le y A lb osta and Anna R osisk 
I of W eirton. 
t 
A lex an der 
G. 
H arvey and Mrs. 


I Ursa cut tomato** 
3 tablespoons butter 


MUH butter sr drib' 
e la n •«> brrma pea. 
add em eases aBrees 
Sesser sad took US­ 
UI soft. Add steak, 
brekea us tad coak 
wadi browned. Re­ 
move (rusts from 
broad sad cut off 
turn earners t i tech 
slice to form l l tri­ 
lo g ie s . F it d sri 
a Belee is bitts ai el 
b u ttered b sk ia 
, „ . 
_ sk ia g 
dick, saints toward 
center. Add ash sad 
tramless 
to s u i 
mi i m rs. put layer 
aI meet os las ad 
broad la b sk ia g 
then layer of 
bread cut from she 
dish. 


whee staking tri- 
i. A lters*ta 
Bagios, 
layers eI meat sad 
breed 
until 
having meat mixture 
on u p . Butter rn 
morning S triangle* 
I sad state 


Brick Road Bumpless 


LOGAN. 0 .— A p ro fllo m eter run 
o v er th e first highw ay in Ohio to 
be laid 
w ith brick in le n g th w ise 
position reg istered only one b u m p 
in th e e n tire d ista n c e of one mile. 
T h e road bas been opened on R ou te 
31 
n e a r 
R ockb rid ge 
in 
H ockin 
coun ty . 


T here w ere two s e p a ra te drouths 
in the south in 193ft. 


breed ___ _ 
al matt. but- 
aa ta* af aseet, a 
tar aide us to tai 
m s cruet Betta 
yodsrsu oven ITI* 
about IS ava* 
until crust ie 
A 
FINETEX BREAD 


TU N E IN! "BAK ERS' BROADCAST" Starring BOBET L. RIPLEY 


Every Sunday Evening at 7:30 O ver KOKA— P ittsburgh. 


H I-TH ERE— 
W E SELL CONKEY’S 
VITALIZED FEEDS 
HEADQUARTERS 
For C onkey’s Y O Feed as ad­ 
vertised 
over 
KOKA 
every 
F riday 
noon 
12:15 
and 
W LS 
every Saturday night at 9:46. 


H UDSO N AND SIM PLEX 
PO U LTRY EQ UIPM ENT 
PO U LTRY REM EDIES 
HAY ANO STRAW 
Economy Cash 
FEED STORE 
BRADSH AW AVE. 
PHO NE 402 
W E DELIVER 


A m a n d a E. B urns of Canton. 
Jo h n 
Jo seph 
T a k a c h 
Jr., 
and 
M ary A nn A rdlro 
of 
Mingo J u n c ­ 
tion. 
FYank Jo seph R eals and R e atn ce 
A lb erta H en n in g of Cleveland. 
Jo sep h D. Miller an d Mr*. D oro­ 
thy Map T ro v e r of Akron. 
A rth u r 
0 . 
H u t c h i n s and Sara 
May H utch in eo n of Butler 
C h a rle s S afreed an d Edna K rause 
of S alem . 
C h a rle s A dam * and Lena Caci* of 
Im perial. 
K en n eth 
M cV icker and M artha 
L ouise Rice of A kron. 
R o b e rt 
W illiam 
S rhrin ei 
and 
E thel M as Miller of Beaver Fails. 
G erald Dale R unvon and Evelyn 
Delores Schaller of Detroit. 
T h o m a s 
Regis 
W oodw ard 
and 
D orlhy M arie L o r ty of Minerva 
W illiam H e n ry C rum of R o ches­ 
ter a n d M ary F ra n c e s H o u itt of 
B eaver. 
L eroy V orel and Allyce Rodgers 
of Youngstow n. 
Carl 
F re d e ric k 
E ngelhard! and 
Iva M aude Redm ond of Youngstown. 
H a r r y H orn Call and Mrs. Liilian 
N orth of G irard. 
David A ndrew H ad ley and Flor- 
enc P h ilo m en a Call of Girard 
G eorge C erbu and M innie Pupa of 
Salem . 
Milo S a n d e rs an d M rs 
M argaret 
Miller of B eaver Falls. 
R o b e rt H o w ard Dietz Jr. and Jo 
se p h ln e F ra n c e s G rosscro sa of Fast 
Liverpool. 
S tev e B u rk h a rd t of 
Akron and 
E thel K a e h u r of B arb erto n 
C h a rles Lloyd N eely and Evelyn 
B ernie* W illiam s of Alliance 
C lair 
C. 
H uff an d F ra n ces Re 
b ecca B risto ' of Beaver Falls. 
R o b e rt A n derson Cook and M ar 
g a re t S m ith of B eaver Falls 
T h o m a sA n th o n y P a r k s of Youngs 


town and Vera Virginia H o rnick of 
Niles. 
G eorge 
R aklrh 
and 
M a rg aret 
K re m p a sk y of W arren. O. 
G eorge M 
W oodw ard and 
Mrs. 
K a th e rin e Perry of Alliance. 
J a m e s Arni Eek ma i i and G eorgia 
G race B a rb e r of Y oungstow n. 
G eorge H eberleln and Elsie Z aft 
of Cleveland. 
L ester Jo h n 
Baum an and Mary 
E lizabeth H onkie of Dam ascus. 
W ilbur T h o m a s K night and F r a n ­ 
ces Ja n e H um of Dam ascus. 
E d g ar I) H um ble and Alice Coun 
try m a n of Youngstown. 
E rnest 
S tephenson 
and 
Hazel 
Russell of Akron. 
Sam uel M onroe of In d u stry an d 
M argaret A nderson of Midland 
Edwin L ane and I .ens Mae .Mar­ 
tin of R ochester. 
C arlyle A shm ore and M ary Delia 
Buckone of Youngstow n 
Delbert G. W ets of S h a ro n and 
Elizabeth Borlo of New C astle 
J.Imen M Denton Jr. and M arjorie 
Robinson of C anton. 
C harles B Eaton of A tw a te r and 
P auline L y b a rg e r of New B altim ore, 
OI. lo 
Craw lord N'elrns and Mrs. Willie 
Glover of Aliquippa. 
Clifford Jo y T u rn e r of Y oun gs­ 
town and Betty Gavnell T h o m a s of 
Akron. 
A rth u r V e in e r H earn e an d Sylvia 
U itto of W arren . 
Sam uel P. power* of 
B radford 
and rtutb M. B ussler of P ittsb u rg h . 
Turn Hill of Diamond an d 
Rose 
Ka va d rek of Cleveland, 


T 
H E A m erican p otters are not 
the 
on ly 
groups 
of 
ceram ic 
m anufacturers worried by im ports 
of Jap an ese w are, according to a 
copy of T h e 
P ottery 
and Glass 
R ecord, an E n glish trade journal, 
w hich 
p rin ts 
partly 
an 
address 
given In England recen tly of Dr. 
John T hom as, an Oxford U n iversity 
p rofessor. 
T h e ad d ress w as before m em bers 
of th e Stone-on-T rent R otary club 
N or. 23. 1938 w hich w as carried 
in th e D ecem ber issu e of the m ag­ 
azine. 
Dr. 
T h om as’ 
sub ject was 
K eeping An Eye on Japan." 
Dr. 
T h om as 
pointed 
out, 
that 
during and 
follow in g 
the 
World 
war. Japan w as thought to be a 
country of th e Far East but now 
w as really "nearer to the west." 
H e declared that w h ile the allies 
in th e W orld war w ere “fighting 
for their liv es and ex isten ce on the 
battlefield * of Europe, Japan con- 
serrated her atten tion on perfect­ 
ing her industry and com m erce to 
capture m ark ets in other p arti of 
the country," 
form erly 
held by 
E ngland. Japan, he declared, got Its 
s t a r t in the war years whan B rit­ 
ish m anu facturers, m aking am m u­ 
nition for 
th e m oat 
part, w ert 
forced 
to relin q u ish their export 
trade. 
T ak in g 
ad vantage 
of the 
high w ar p rices th ere w as develop­ 
ed in the O rient, h e declared, "a 
crop of m illionaire*." 
H e said that "peasant potting" 
entered Into com p etition w ith E ng­ 
lish ware. 
“ In the m ain, the pottery w ork­ 
ers a re sim ilar to th o se c ra fts m e n 
Jo s ia h W edgew ood knew in early 
p o tte ry d ay s 
for 
th ey work in 
sm all 
sh e d s 
a tta c h e d 
to 
th eir 
h o m e s " He e s tim a te d th a t 80,000 
people are em ployed in the J a p a ­ 
n ese p ottery in du stry . 
Dr. T h o m a s said that som a of 
the larger Jap an ese potteries em ­ 
ployed s s m any as 3,000 persons. 
H e declared 
that 
the 
minimum 
day's work w as IO hours w hile in 
som e cases w orkers tolled for 14 
and 18 hours a day. H e alto d e ­ 
clared that the Jap an ese h as been 
clever "unscrupulously to copy in 
d esign 
pattern 
and 
ornam enta­ 
tion." 


CLARKSON 


A m iscellan eou s sh ow er will ha 
held T uesday night in th e grange 
hall for 
Mr. and 
Mrs. Law rence 
McCoy. 
Mr. and Mrs. Edgar M aple and 
daughter 
D orothy apent 
Tuesday 
at the hom e of Mr. and Mrs. Floyd 
H uston. 
J. G M cCoy visited at the hom e 
of Claude G reen of S ixteen W ed n es­ 
day afternoon. 


Calf Pal Of Dogs 


LANK A8TER. O — D ogs In 
the 
F airfield county pound 
did 
not 
raise any ob jection s when 
keeper 
F'-rd 
Friend housed 
a 
leat 
calf 
with them . 
The calf lik ew ise ap­ 
p eared calm 
in 
It* 
tem porary 
home. 


T h# C onfederate arm y w as abort 
on rations during much of Its Civil 
war cam twign. 


Daily I Ioroscope 


By G ENEVIEVE KEM BLE 


\ 


SAVINGS OF $ 6 3 0 


And We Guarantee Oar Retreads I O 
Long Months 


FOR EXAM PLE— 
The person owning a cor equipped with 600-16 fixe tire*, pays 
$13.80 list price for rn new one.—We sell the name size tire 
FOR ONLY $7.00 


Right NOW—You can use the difference in CASH and get mile* 
and miles of good uninterrupted *ervic«. 
Stop In—Look Over Our Merchandise 
SAFETY TIRE CO. 


509 BROADWAY. 
DISTRIBUTORS OF GENERAL TIRES. 
EASTLIVERPOOU O 
Listed Below Are Our Retread Dealers In The District 


Hanna Service 
Station 
Lisbon, Ohio 


Naylor Service 
Station 
Wellsville, Ohio 


Lincoln Service 
Station 
Chester, W. Vs. 


Mid-City Service 
Given Service 
Midland, Pa. 


Ewing Service 
Station 
Penn. Ave., E. E 
City 


Miller’s Service 


Station 
Smith* Ferry* Pa. 


A 
th* 


For Friday, J a n u a ry 15 


P A R T IC U L A R L Y 
active 
and 
e n te rp ris in g day Is read 
from 
p red om inant p la n e ta ry o p e ra ­ 
tions Thing* will move at a lively 
p a re and 
h a v r 
im p o rta n t 
issues, 
esp ecially In the launching of new 
project* 
T h e re 
m ay 
he 
m a j o r 
ch an g es in plan* and environs. It 
i t * tim e for pushing for b e tte r ­ 
m e n t in all direction*. E m p lo y m ent 
is u n d er auspicious conditions. 
T hose w hose birthd ay It is n a y 
look for s o activ e and p ro g ressiv e 
year, with new' in te re sts au d u n ­ 
d e rta k in g s 
It is a tim e tot 
p u sh ­ 
ing along p r a rtic a l lines to launc h 
im p o rta n t project* 
E m p lo y m en t 
la u n d er excellent rule, too. 
A child bm n on 
this d ay m ay be 
•ct.iv*, talen ted , practical an d c re ­ 
ative, and should m ake a success 
on its ow n o r In em p lo y m ent. 


CALIFORNIA TOURISM GAINS 
P A SA D EN A . C a lif— Y earan d sis- 
fifties show t h a t 1.517.864 to u ris ts 
visited S o u th ern California in 1938 
a g a in s t 1,270.078 in 1935. 
T h o se vis. 
R ing the IO so u th e rn counties sp e n t 
1188,891.130, a gain 
of 
133,127,737 
over 1935. 


OF ALL 
MERCHANDISE 
AT 


GREATLY REDUCED 
PRICES 


Do 
not 
m istake 
this 
m ar 
ch an d u * for that of Inferior 
quality. 


KNITS— Two Piece 


If you a r e on the fence a b o u t 
w h a t to w ear; k n its a re p ra o 
tical an y w h ere. 
2.95. 3.95, 6.95 


BLOUSES 
Satin and Taffeta 


Are sm art and 
1.79 
ideal for sport 
o r 
afternoon 


SWEATERS 


• w a s t e r s 
ara 
th* vogue this 
year 
and 
we 
have them in 
abundance 
in 
sty le and size. 1.79 


• 
SCARFS 
and SCARF SETS . 
They can be w orn 
— 
a n y w h e r e and 
C 
Q 
a 
anytim e. Wa have 
I / 4 / L 
a sm art selection 
at th is one 
low 
prle*. 


HATS 


T h * sea son 's 
rn 
a 
a 
moat 
sueeaas- 
J 
ful hat styles. 


A Pearl Henry 


m a r k k t b t r e i t 


C R I P P L E D 
B Y 
R H E U M A T I S M ? 
Fam ous P h ysician ’* Form ula — Genuine 
W E L L 
P R E S C R I P T I O N 
O FFE R S D EFIN ITE HOFE OF REAL RELIEF 
Derived from, tho private laboratory of an amlnant physician, 
g e n u in e WELL PRESCRIPTION is designed as an alkanna, 
effervescent salt to attack ovar-acid conditions to often th* 
cau se of 
A R TH R ITIS 
RHEUM ATISM 
N EU R IT IS 
a n d allied painful and crippling ailm ents 
IF YOU SU F F E R . . . . OO NOT DELAY 
. 
U S E - W E L L - A N D . K I E F . W E L L 
G enu ine W E L L P R E S C R IP T IO N F o r S ale H er# E xclusively by 
M A T H E W S 
C U T 
R A T E 
S T O R E 


A N NIVERSARY BLIGHTED 
SALEM, M ass.— Mrs. E leano r J. 
S h e s of L a w re n c e began divorce 


proceed ing s ag ain st n*>r e stran g ed 


husband. W illiam F.. on th e ir 13th 
w edding a n n iv e r s a r y 
S h e ch arg ed 
n on-support. 


‘‘STOMACH PAINS SO BA 
I COULD HARDLY WORK 


rtey* C. S 
Oro** 
" A fte r to k in g 
Dr. F.mil • Adla T a b le t* the pains 
are g o n e and I r a t a n y t h i n g ." T r j l 
id le 
en I 
o u r m o n ey back 
g u a ra n te e . M ath e w s C u t R ate S tore. 
— Adv. 


'T S * 


Announcing 
HOUSEHOLD'S 
NEW OFFICE 


rnin 
EAST LIVERPOOL 


To make our services more 
convenient to an ever-widen­ 
ing circle of customer friends, 
we are pleased to announce 
the opening of this local 
office in East Liverpool. 
LOANS 
on your 
OWN SIGNATURE 


Oft# of our loon pions will fit your needs 
HONOR LOANS 
No fftcoricy of ta y kind. Just sign • note. Available ta 
regularly employed salaried people aod wage earner* 
who meet our timple requirements. 


HOUSEHOLD LOANS 
Urn your furniture or automobile as security. Si ogle 
persons or married couples who can make regular 
monthly payment* may apply. 


How You Con Borrow from 


Houoohold Flnonco 


I . lf you eon moko regular monthly payment* 
you can borrow from Household Finance, whether or 
not you have furniture or a car. 


2 . Small monthly payments. Example: $ 19.00 
first month decreasing each month to $10.30 last 
month, repays e $200 loan in 20 months. 


3. You da not nood comaker* or ondoraors. Only 
your own signature is required. No soUry or wogo 


m s ug nm out required. 


4. Quick action. You get your money same day 
you apply. 


5. Household Finance’s monthly chorio la Itta 
than the lawful maxxnum on all loans above $100. 


S. Loan may ba repaid any tim# to reduce cost. 
The charge is made 00 the trnpeid balance only. 


7. Private consultation rooms. 


Free Advisory Service on 


Personal Money Problems 


Come in and learn about Household’s tree 
consultation service. People with financial 
problems are invited to consult us. We give 
qualified advice without charge. Also get our 
helpful Free publication ’ Money Manage­ 
ment for Households” and a sample ’’Better 
Buymanship” bulletin. They will tell you how 
to make your dollars go farther, keep debts 
under control, and money worries away. 


Now Office Now Open 
Private Offices for All Interviews 
No Delay! 


HOUSEHOLD FINANCE 
CORPORATION 
2nd Floor, 509 Marfcot Stiwot 
On tho Diamond 
Phonal Main 324, East Liverpool 


Lmm m odi A MU m an* rnmm im * e T riste * 4 mm 


LOCALLY 
M A N A S C O O FFIC ES IN PRINCIPAL CITIES 


Moor EDGAR A. GUEST an HOC HmuekoU Ham Tmmder m r WflM’ 
Mmt+eU A N W OocA, Ald rn 7:SO e* rr ret* 4m morning •«*» *7 * 
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H E A V Y FOG A D D S 
W0RLD s SMALLEST m |dget 18 inches short COUNTY POULTRYMEN 0 neill feels better 


T O H A Z A R D S O F 
ANNOUNCE MEETINGS 


SWOLLEN RIVER 


Boat Operators Tie Up For 
I 
Improvement As White 


Blanket Descends 


RAISE DAMS IN WEEK 


Only Five Vessels Reported 


Through Newell Lock In 
| 


24-Hour Period 


‘ 
Adding to the hazards of high 
water, heavy fog Wednesday and 
today descended 
upon 
the Ohio 
liver here seriously crippling traf­ 
fic. Only a light movement of boats 
occurred during brief periods. 
I 
Iu one 24 bour period, only five 
boats were registered at dam No. 8 
at Newell. They were the Carbon, 
* laB elie, Duncan Bruce, Sam Craig 
| and Standard, all enroute upstream 
i with a total of 25 empty barges. 
Tho high water alone would not 
* halt traffic, although the operation 
of boats is made more dangerous. 
Pilots report some difficulty near 
I Pittsburgh, however, in deep water 
Fog Serious Monaca 
The occurence of fog Is a serious 
* menace to navigation under normal 
I circum stance*, and with the river 
* running full most crafts have tied 
up to await more favorable condi­ 
tion*. The stream has receded past 
the 18-foot mark here after reach 
I ins a crest of 25.5 feet. and at the 
» present rate of fall district dams 
I probably will be put up in about a 
I week. 
The steamer Duncan Bruce will 
I assemble a steel tow at. Pittsburgh 
: for southern delivery at an early 
' date. The towboat Peace also will 
s leave soon with a large consign- 
* ro*nt of steel products for Memphis 
I and New Orleans. The Reliance and 
J keoue are transporting gasoline. 
United States engineer* will open 
bids Jan. 26 for the construction of 
one flat to be built of wood. It will 
I be 30 feet long and IO feet wide, 
I cud must be delivered to the gov­ 
ernm ent boatyard at Charleroi. 
Check Boller Construction 
George E. Berry of the Uoited 
States bureau of marine inspection 
and navigation will go to Titusville. 
Pa., this week to check a total of 
J6 boilers now under construction 
tor river craft. Three are 44 inches 
in diameter and 18 feet long. with 
a Iteam pressure of 225 pounds, 
and will be used on the government 
boat Lafourche. 
There also are three sets of four 
boilers each for steam ers of the 
Carnegie line, and one of four boil­ 
ers will be built for the.Costanzo. 
The steam er Crucible has been in­ 
spected and passed by government 
officials. 
The Jones and Laughlin Steel 
Corp. has launched the eighth all­ 
welded 
convertible 
steel 
barge 
from its yard* this week, and bot­ 
tom plates were laid for the first 
of an order of 15 for the coal tow­ 
ing trade. The former carriers will 
be used to transport steel product* 
to downriver point*. 
The 
latter 
barges will be 200 feet long. 


Meet Paul del Rio, world s small­ 
est midget. Thirteen years old, he’s 
IS 
inches 
tall, 
weigh* 
twelve 


pounds, and seems to he having 
some difficulty with his luggage. 


SUNDOWN 
STORIES 


By M AR Y C R A H A M B O N N IB 


NEW CUMBERLAND 


EAST PALESTINE 


■ Class lo of the Methodist Episco­ 
pal church will meet 
tonight at 
the home of Mrs. Clyde Shetik and 
Mia* Lula Hindal. 
Installation of officers will fen 
furs the meeting of Eureka Re- 
bekah lodge tonight. 
Mr*. J. C. Donaldson will enter 
tain members of the North Height* 
Country club tonight. 
Miss Jennie Atkinson is atcnd 
lug funeral services for Mrs Ell* 
B etterer in H arpster today 
Two tables were in play when 
Mrs, 
Charles 
Gaudy 
futerttflncd 
her bridge club Tuesday night. Mrs. 
Avis 
Chamberlin 
received 
the 
prize. The hostels served refresh­ 
ment*. 
Mr*. H uttcnbauer. mother of Mr*. 
H. A. House, suffered a stroke in 
Presbyterian 
hospital. Pittsburgh. 
Tuesday. 


COLUMBIANA 


Christopher Explain* 
• ♦✓"OME 
down 
here 
at 
once!” 
v , commanded Willy Nilly. 
The 
Puddle Muddler* looked af (.’hrlsi 
t o p h e r . 
H e 
c a m e 
d o w n 
•vow f r o m h i s 
nest. 
" Explain every, 
thing!* Willy Nil 
1y ordered. 
"You f l a t t e r 
rn e,” 
c a w e d 
C h r i s t q p h e r . 
"po you think I 
ani the only one 
who can explain 
everything? 
Do 
you think I know 
how * 
doll 
got 
into 
the 
a n o w 
man? 
How would I get a doll In 
the first place? 
How could I ever 
think up such an Idea of putting 
a doll in the snow- m an?” 
“Stop talking so much. Chrlato 
pher, and tell me everything you 
know ” said Willy Nilly. “ Poor Rip 
has been puzzled and worried and 
not knowing lf he were dreaming 
or walking In his sleep or almost 
going crazy. 
In fact it wa* you 
who had the nerve to say be might 
not be all right in the head.” 
Christopher turned hi* head to 
the right and 
then 
to the 
left. 
"Wouldn't it be fun if wq all went 
coasting?' he said gally. 
"Not vet." replied Willy Nilly. 
"If you don't tell me everything 
you know MI make you stay in the 
house for a week and you won’t 
be able to fly over the countryside. 
It might be a good Idea anyway.” 
"But." said (Christopher quickly, 
"if I tell you everything I know 
you won t do an> thing like that " 
"Do you agree. Rip?'* Willy Silly 
asked. 
Rip nodded 
"I was flying over the country­ 
side after we h a d made the snow 
man," began Christopher, "and I j 
s a w * doll lying out in the snow." J 
"Oh. that explains something I 1 
knot*, barked Rip "but please con j 
tinue Christopher." 
"I'll do that at once.” agreed th" 
crow. 
Tomorrow— ‘Christopher Continue*' 


Hancock Pioneer chapter. Daugh­ 
ter* of American Revolution, met 
at the home of Mrs. Allen Wylie 
Tuesday. Mrs. II R Crowe of Holli­ 
days Cove, regent, presided. ‘‘Trees” 
wss the study topic, with the fol­ 
lowing papers presented: “Conser­ 
vation of Trees,” Mrs, R. B. Rut 
ledge of Chester; 
“ My 
Favorite 
Tree* and Why", Mrs. G. W. Bur- 
ford. 
Mr*. Burford 
also 
recited 
Joyce Kilmer's poem ‘'Tree*." with 
musical accompaniment by Mrs. J. 
H. Trimble. Mrs. Trimble present 
ed piano 
selections. 
Mrs. S. M. 
Newell of Chester will 
entertain 
Feb. 9. 
“The American Theater" was the 
topic when the Women's club met 
Tuesday night at the home of Mrs. 
L. G. Evans. Miss Edna Snowden, 
Mrs. G. L. Bambrlek. Mrs. F. P. 
Beaumont and Mrs. John McIntosh 
were hostesses. 
The program in 
elu d ed : Song. “America the Beau 
tlfu l:” vocal duet. “Indian 
Love 
Call”, Katherine Hale and 
Irene 
Turley, accompanied by Jean Camp, 
bell; review of little theater move, 
ment, Mrs. McIntosh; synopsis of 
current plays. Mr*. Frank Camp 
bell; musical selection. “ Aux Ital­ 
ians," Mrs. N 
W. Ballantyne ac 
companied by Miss Campbell; re 
view of “ Idiot's 
Delight.” 
Miss 
Snowden: 
selection. 
"Musical 
Whistling.” Mrs. McIntosh. Mrs. G. 


Western, Central Groups To 


Assemble On Friday 


Spacial T* Th* fU ricw . 
LISBON, Jan. 14.—Poultrymen in 
the western and central parts of 
Columbiana 
county 
plan Interest­ 
ing programs 
on poultry produc­ 
tion in a series of m eetings Fri­ 
day. 
One meeting will be held at the 
Methodist parish house, east of the 
Methodist church in Lisbon a t 2 
p. rn. C. M. Ferguson, poultry spe­ 
cialist 
of Ohio State university, 
will discuss any poultry problems 
presented 
af 
the 
meeting. 
Mr. 
Moser, manager of the North East 
Ohio Poultry association will 
be 
present. 
The meeting in the evening will 
be held at the Bayard school bouse 
at 8 p. rn. The discussion program 
is as follows: 
Early hatched chicks—L. C. Staf­ 
ford. 
How can we praise th* quality 
of our pullets for the winter lay­ 
ing season?—O. E. Barker. 
Feed costs 
in 
relation to egg 
p ric e s —Ira Martin. 
Problems in m arketing associe 
Hon products—-C. F. Moser. 


S T U D E N T S TO G E T T E S T SA IL 
BERKELEY, Cal.— Student* 
in 
navigation at the University of Cal­ 
ifornia get 
practical as well aa 
theoretical instruction. After being 
taught 
how to steer by the sun 
and the stars, they will be placed 
on board a yacht 
at 
night, 
and 
turned loose in San Fam cisco bay 
to see lf they can find their way 
into port. 


W. Roach president presided dur­ 
ing the business session when plans 
were made for continued improve, 
ment to the community house. 
Mr. and Mrs. G. M. Burford were 
W ednesday guests of Mrs. Robert 
Burford of East Liverpool. 
Jam es Beatty of Scio spent T u es­ 
day at the home of his father in 
Zalia. 
Mrs. R. N. Campbell was a Steu­ 
benville shopper Tuesday. 
Mrs. Blanche Lawrence of Pitta- 
burgh has concluded a visit with 
her brother Lee 
O. 
Smith. 
Mr. 
Smith will leave Friday for Pitts. 
burgh where he 
will enter 
the 
Methodist Episcopal 
Home 
for 
Aged Men and Women. 


Eugene O'Neill, play wright and 
recent Nobel prize winner, ap. 
pears to he enjoying his stay in 
an Oakland Cal . hospital where 
he submitted to an operation for 
remo' a1 of his appendix. He in 
tends to spend two more weeks in 
bed. 


Yeggs Were Mortified 


BOSTON — Won t their faces be 
red when they 
hear 
about 
it. 
Yeggs, who apparently spent »fv- 
elal hours in the task, chiseled the 
combination from a safe in a Rox­ 
bury garage but were unable to 
open it. The safe is never locked 
because nothing is kept in it. 


H U S B A N D S U E S O V E R DOG 
SAN JOSE, Cal.— Alleged prefer­ 
ence for her dog s affections over 
hiR vv.™ too 
much 
for 
Charles 
Christensen. When, he charges, his 
wife preferred to have her pet dog 
by hor side instead of him. the 
only recourse left was the divorce 
courts. 
Rheumatic Pains 


Go to People's. Mathews. Herche's. Fortiner's or any other drug store 
and obtain a bottle of “Skoot.” 
This is a marvelous new external treat­ 
m ent that stops pain like magic, reduces swellings and takes out in 
flammation in a few minutes, 
Apply “Skoot” on feet. log*, arms, back, 
head and wherever there is soreness. 
It's pleasant to use. costs bm a 
few cents and is sold on money-back guarantee. 
Go today and ask for 
“ S K O O T ” 


ZION CHURCH LEADERS 
INSTALLED TO OFFICE 


FAIRFIELD CENTRALIZED 


JU ST THE SPOT FOR ANY OCCASION 
HOTEL TRAVELERS 
OFFERS 4 NEW LY 
APPOINTED SERVICES 


DANCING 
SATURDAY 
NIGHT 
IN THE 
BALLROOM 
$1 Couple 
Albia Nelson 
AND HIS 
ORCHESTRA 


GRILL BAR 


Tbs 
best 
Beer 


Town 
Right 
from 


the 
Keg, also 
your 


Favorite Drinks. 
Plate 
Lunches 
Serv­ 
ed A ll Day 35c, 40c, 
and 46c. 
Quick 
Service. 
Sandwiches 
of all Kindt. 
Open until 12 M id­ 
night. 


DINING ROOM 


Eat Your Meals in 


Com fort. 
The Beet 


Food Served— the 


way you like it. 


Regular 
Meals 
60c, 


76c and S1.00. 


Also Ala Carte 
Service. 


COCKTAIL 
LOUNGE 


W hatever your drink 
may be, it will 
taste 
better 
served 
in the luxurious 
Booths, built for 
Comfort. 
Refinement 
and Relaxation 


Large, Cozy Boothe 
for Parti** 


SMITH & PHILLIPS 


A roverdihb supper will be feat a r­ 
ad when Queen 
E sther da s* of 
Grace Reformed church meet* Fri 
day night at the home of 
Mr*. 
H Of-e a Peppel. 
Mr*. Henry Cered* oi Napa Cal, 
spent Monday hi the home of Mr*. 
Lout** Dernier and Mr. and Mr*. 
George Griffith 
George Griffith 
ha* succeeded 
Marion Poulton 
a* 
purchasing 
atgent for the National Rubber Ma­ 
chinery Co. Mr. Poulton has been 
transferred to Akron. 


Farmer* of Howard county, Mis­ 
souri. have organized a cooperative 
association for promotion of rural 
electrification. 


M O N EY 


— fee efd-yeer bills 
— for aew-year seeds 
— tor peace af asled 
M O N E Y 
for any purpose may be ob­ 
tained here on your own 
sig n a tu re and 
security, 
quickly and confidentially. 
M O N E Y 
recured on our plane may 
he repaid in easy monthly 
installments to luit your 
I 
convenience 
j j 7 
r = 
| 
Columbiana County 
I 
Finance Co. 
612 D R E S D E N A V E . 
Member Ohio Association in 
Personal Finance Companies 
P H O N E 1076 


409 WASHINGTON ST. 


Sunday School 
O fficials 
Inducted 


Also At New W aterford 


NEW WATERFORD. Jan. 
I.— 
Officers recently installed in Zion 
Lutheran 
church 
are: 
Sylvania 
Wilhelm, Ernest Wilhem and Ed­ 
ward Yarian, trustees: H arry Wil­ 
helm 
and 
John 
Koch, 
deacons; 
John Wonner and George Yarian, 
elders; Alvin Yarian. financial sec­ 
retary; Jacob Koch, treasurer. 
New Sunday school leaders are: 
Elmer Miller, superintendent; Al­ 
vin Yarian. assistant superintend­ 
ent; 
Ernest 
Wilhelm, secretary; 
Matilda Yarian, organist: Sam an­ 
tha 
Koch, 
treasurer; 
Sam antha 
Koch, Juanita YariatP Mrs. Harry 
E berbardt and Mrs. Alvin Yarian, 
teachers. 


Mrs. Jacob Albright entertained 
the Jolly 25 club Wednesday 
A 
coverdish supper and quilting were 
featured. 
Mrs, Russell Forney is improving 
from a month's illness. 
Miss (joiia Graham has conc luded 
a two week visit with R. J. Durst 
ing and family of Alliance. 
Mrs H A. Woods of 
Middleton, 
who underwent an operation 
in 
Salem (i t* hospital, is improving. 
Mr. and Mrs Vernon Hawkins of 
Kent announce the birth of a daugh­ 
ter, Aw anda Lee, The father is the 
son of Mr. and Mrs. Glen Haw kin*. 
Mr. and Mrs. H. L. Wise and 


I d a u g h t e r 
Virginia 
of 
Firestone 
farms have concluded a visit 
a t 
Hie h o m e of Mr. and Mrs. S. A. 
Wilson of Jam estow n, pa 


Movie Row W recks Home 
SALEM. Mass.— Mrs. Loraine J. 
Kroehman, 2'.’, didn t want to see a 
movie she* had already seen—her 
husband wanted her to. 
in court 
; she won a divorce on grounds of 
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Avoid False Teeth 
Dropping or Slipping 
You 
needn't 
f- <i 
faDe 
teeth 
d r o p p i n g 
or 
g i p p i n g 
if 
y o u ll 
s p r i n k l e a 
l i t 11 
! ».-t< • th o n 
y o u r 
p l a t e s e a c h m o r n in g 
'Jive* all d a y 
c o m f o r t a n d t «> - - f : 
hold t i g h t . D e o ­ 
dorize*. No g u m m > . p asty, t a s t e or 
f ee l in g . 
<»et 
F aste-'th 
f r o m 
y o u r 


H O R S E R AD ISH C O C K T A IL H O T 
SAN JOSE, Cal.—It cost Frank 
Fischer a two-year 
probationary 
sentence for inventing a horse rad­ 
ish cocktail. The 
cocktail consist­ 
ed of horse radish and wine. Fis­ 
cher found it wa* the only 
sure 
cure for his rheumatism. 
Unfor­ 
tunately 
it wasn’t 
conducive 
to 
correct auto driving. 


“COME AND GET IT” 


Ju»t What’$ Needed For Right Now 
COATS and SNOWSUITS 
AT A BIG SAVING! 
B O N - T O N 


“ C L O T H E S FRO M CRIB TO C O L L E G E ” 


3Sf 


GROVES 


L A X A T I V E 
I BROMO -Q UININ E 
23 
NDERSOH 
STORE 
LITTLE BUILDING. 
IN TH E DIAMOND 


Your prescription is exactly compounded se prescribed by your 


physician her*. 
Open until 10:30 rn evenings tor your con­ 


venience. 
Phone 106. 


B A N N ER ? 
BARGAINS 


Black Psyllium seed 
Lb .............................. 39c 


W hile Psyllium seed 
. . L b .................................29c 


Qt. Mineral Oil . . . . 69c 


IOO Pure Aspirin . . 29c 


1 Pound Cotton . . . . 29c 


5 Lb. Epsom Salts . 25c 


80 Squibbs Adex .. 79c 


Qt. Squibbs Mineral 
OII ........................... 
39c 


‘ Syrup Pepsin 39c & 7c9 


Pt. W itch Hazel . . . 29c 


IOO Hinkle Pills . . . 19c 


Rem Cough Syrup 47c 
and ......................... 79c 


Buckley Mixture, 45c 
and ......................... 85c 


Kotex 
............... 19c 


$1.00 Citroearbonate 89c 


Squibbs Dental Cream 
19c and 
.................33c 


COUGH 
S Y R U P 
j&oow 
79C| 


5hampoo*T^ 


RUBBER J 
GLOVES 
25c 


t 
o 
We Issue 
Columbiana County 
Dog 
Licenses 


W 
W 


.THERMOMETER 
tlE 89c 


ATOMIZER 
P O O Pf OSM 
o t t o rrn n a m y 
50c 
up 


TOOTH 
BRUSHES 


( W 
d o /e f t/ ^ 
C 
1 


COD LIVER 
OIL TWZ* 


N 
m 


UNUSUAL 
VALUES 


500 Ponds Tissues . 21e 
16 Ox. Vsivol Lotion 49c 


Cream of Rosea . . . 35c 


Ponds Creams 26c 4 39o 


Pond* Powder • * rn'WTS 26e 


W oodbury'* 
Soap — 3 
for ......................... 
25c 


Cashm ere Boquet Soap. 
3 f o r ....................... 27c 


W rigley’* W ater Soften­ 
er, 5 
Lb*........... 59c 


Guest size ............ 10c 


Notox H air Dye set $1.20 


B ise ctio n s ............... 35c 


Jergens Lotion 25c, 39c 
• 
end ......................... 89c 


8quibbs Toilet Lano­ 
lin ........................... 25c 


Tint* Shampoo . . . . 29c 


75c Noxzema Cream 49c 


W oodbury’s Face Pow­ 
d e r 
25c and 39c 


EAST LIVERPOOL, O. 


B sa u ttfa cC RptjrpnS tfvb 0 6 M Jtt£ c 
06 freud Septet to fluf (rob OftC / 
3 Rooms Completely Furnished 
*595 
Easy Terms 
TRADE IN YOUR 
OLD FURNITURE 


LIVING ROOM 


2 Piece S u it e ......................... 
149.50 


2 Table Lamps ......................... 
5.50 


2 End Tables ................................. 
7.90 


Coffee Table ......................... 
12.20 


1 Floor Lamp ....................... 
8.75 


1 B r id g e ................................... 
14.50 


Lounge C h a ir ........................... 
39.50 


9x12 R u g ........................................ 
4.50 


B E D R O O M 


9x12 Rug 
. . 
34.50 
3 P ieee Bed Room S u ite ... 
149.50 
Set Boudoir Lamp* .. ........ 
6.75 
One Spring ................... ........ 
16 55 
Mattres* 
....................... ........ 
29 50 
Nit* Table 
.................. ..... 
14. >3 
Vanity Bench , .......... 
12.50 


$264.20 


$282.35 


K IT C H E N 


5 Piece Breakfast Set 
. . . 
39.50 


Gas Range .................... . . . . 
89.50 


Cabinet Base .............. 
. . . . 
16.50 


Congoleum 9x12 .......... 
7.95 


$153.45 
$700.oo VALUE 


